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The Bookfeller to the READER. 


r. La Roche having left off writing 
thefe Memoirs at the End of this Vo- 


lume; This is to acquaint the Reader, that 
the fame Defign will be continued by ano- 
ther Hand, under the Title of, The prefent 
State of the Republick of Letters which 
will be publifh’d regularly, on the firft 
Day of every Month. The Plan of it 
will be laid down in that for the Month 
of Fanuary, which will appear on the 
firft Day of February next. 


December 30. 
1]27. 


ADVERTISEMENT 
of the Author of this Journal, 


HEN I publifh another Englifh 
Journal with another Title, ! 
fhall give notice of it. 
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ARTICLE XLIV. 


CYCLOPEZDIA; or an UNIVERSAL 
DICTIONARY of Arts and Sciences, 
&c. by E, CHAMBERS, Gent. Lon- 
don. 1728, Two large Volumes zn fo- 
lio. (I have inferted the whole Title 


above, pag. 398. ) 


“ue learned Author of this great Work 

gives an account of the affiftance he had 

inthe compofition of it. I come (fays he) like 

tn Heir to a large patrimony, gradually raifed 

W My the induftry of a long race of Anceftors.. 
at the French Academifis, the Jefuits of Lre- 

vowe in their Univerfal Dittionary, Daviler, 
Chomel, Savary, Chauvin, Harris, Wolfius, and 

Many more have done, has been fubfervient to 
DrozmBer 1727 Cec his 
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his purpofes : to fay nothing of a numerous 
clafs of particular Di¢tionaries, which contri- 
buted their fhare ; Lexicons on almoft every 
fubjeét, from Medicine and Law, down to He- 
raldry and the Manage. : 


Mr. Chambers, not contented to take what 
was ready at hand, has augmented it with a 
large acceflion from other Quarters. Every part 
of the Commonwealth of Learning has been 
traffick’d to on this occafion. Recourfe has been 
had to the Originals themfelves, on the feveral 
Arts ; and befides what the Author himfelf has 
furnifhed of his own, the Reader will find in 
this Dictionary extraéts and accounts from a 
great number of Authors of all kinds, either 
overlooked by former Writers of Dictionaries, 
or not then extant ; and a multitude of im- 
provements in the feveral Parts, efpecially of 


natural Knowledge; made in thefe laft years. 


Such are the Sources from whence the mate- | 


tials of the prefent Work were derived. They 
were rich enough to afford not only plenty, but 
even profufion : fo that the chief difficulty lay 
in the form, in the order and oeconomy of the 
Work, to difpofe fuch a variety of materials in 
_ Tuch manner, as not to make a confufed heap 
of incongruous Parts, but one confiftent Whole. 
Here the Author had no affiftance, but was 
forced to ftand wholly on his own bottom. 
“* Former Lexicographers (fays he) have not 
“* attempted any thing like Structure in their 
“S Works ; nor feem to have been aware that 
“ 2 DiGtionary was in fome meafure capable of 
“ the advantages of a continued Difcourie. 


“* Accordingly we fee nothing like a. Whole ‘w 
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“ what they have done: and hence fuch mate- 
st rials as they did afford for the prefent Work, 
« generally needed further preparation, ¢’re 
“ they became fit for our purpofe ; which was 
“ as different from theirs, as a Syftem from 
“ a Cento. 

- © This we endeavoured to attain, by confider- 
“ ing the feveral matters not only abfolutely 
“ and ‘independently, as to what they are in 


© themfelves ; but alfo relatively, or as they 


“ refpect each other. They are both treated 
“ as fo many Wholes, and as fo many Parts of 
“ fome greater Whole ; their connexion with 
“which is pointed out by a Reference. So 
“that by a courfe of References, from Gene- 
“ pals to Particulars ; from Premifes to Conclu- 
“ fions ; from Caufes to Effects ; and vice ver- 
« fa, i.e. in one word, from more to lefs, and 
* from lefs to more, a communication is open- 
“ ed between the feveral Parts of this Work, 
© and the feveral Articles are in fome meafure 
“ replaced in their natural order of Science, 
“ out of which the Technical or Alphabetical 
“ one had removed them”. 


“What has been faid hitherto, is (I think) 
fafficient to fhew the nature and ufefulnefs of 
this Dictionary. To give a Specimen of it, I 
ciinot pitch upon any thing more proper and 
more acceptable to all my Readers, than what 


Mr. Chambers fays concerning the UOniver[at 
Deluge. | | 





DELVGE. But the moft memorable 
Délige is that which we particularly, and by 
Way of eminence, call the Deluge, or the Unie 
‘fal Deluge, or Noah’s Flood ; being a general 

Ceca + Inun- 
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Inundation fent by God, to punifh the corrup- 
tion of the then World,’ by deftroying every 
living thing, ( Noab and his family, and whet 
was fhut up with him in the Ark, only except- 
ed) from off the face of the Earth. 

This Flood makes one of the moft confidera- 
ble events in all Hiftory, and one of the great 
eft epocha’s in Chronology. Its hiftory is given 
us by Mo/es, Gen. vi. and vii. Its time is fixed 
by the beft Chronologers to the year from the 
Creation 1656, anfwering to the year before 
Chrift 2293. From this Flood, the ftate of 
the World is divided into Di/uvian, and Aute- 
diluvian. 

The Deluge has been, and remains a mighty 
fubjeét of enquiry, and difpute among the Na- 
turalifts, Criticks, &c. The Points chiefly con- 
troverted, may be reduced to three: 1. Its ex- 
tent, viz. whether genera/, or partial, 2. lt 


watural caufe. And, 3. Its effects. 


i. The immenfe quantity of Water requffite 
to furnifh an Univerfal Deluge, has occafioned 
feveral Authors to fufpect it only partial. An 
Oniverfal Deluge, they think, -had been unne- 
ceflary, confidering the end for which it was 
brought, véz. to extirpate the wicked inhabi- 
tants. This World was then but new, and the 
People not very many ; the holy Scriptures on- 
ly making eight generations from Adam to Noab. 
"T'was but a fmall part of the Earth that could 
be yet inhabited : the country about the £4 
pbrates, which is fuppofed to have been the 
Scene of the firft antediluvian inhabitants, ws 
fufficient to bear them all. Now, Providence, 
fay they, which ever atts wifely and frugaly, 

wo 
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would never have difproportioned the means to - 
the end, fo far as to overflow the whole Globe, 
only to drown a little corner of it. They add, 
that, in the Scripture Language, the «whole 
Earth, exprefles no more than ai the Inbabi- 
taunts. And on this principle advance, that an 
overflowing of the Eupbrates, and Yigris, with 
a vehement rain, &c. might anfwer the Pheno- 
mena of the Deluge. 

But the Deluge was univerfal. God declared 
to Noab, Gen. vi. 17. that he was refolved to 
deftroy every thing that had breath under Hea- 
ven, or had life on the Earth, by a flood of 
waters. Such was the menace : See the execu- 
tion. The waters, Mo/es affures us, covered the 
whole Earth, buried all the mountains, and 
were no lefs than fifteen cubits above the high- 
eft of them : every thing perifhed therein, birds, 
beafts, men, -and ail that had life, excepting 
Noab, and thofe with him in the Ark, Gen. vii. 
19. Can an aniverfal Deluge be more clearly 
exprefled ? If the De/uge had only been partia/, 
there had been no neceffity to {pend 100 years In 
the building of an Ark, and fhutting up all the 
forts of animals therein, in order to re-ftock 
the World ; they had been eafily, and readily 
brought from thofe Parts of the World not over- 
flown, into thofe that had been. At leaft, all 
the Birds would never have been deftroyed, 4s 
Mofes {ays they were, fo long as they had wings 
to’bear them to thofe Parts where the Flood did 
Mot reach. If the waters had only overflowed 
the neighbourhood of the Euphrates and Yigris, 
they could not be fifteen cubits above the high 
eft mountains ; there was no rifing’ to that. 
height, but they muft fpread themfelves, by the 

aws of Gravity, over the reft of the Earth : 

7 Cc3 unlefs, 
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unlefs, perhaps, they had been retained there 
by a miracle ; and in that cafe, Mo/es, no doubt, 
would have related the miracle, as he did that 
of the waters of the Red-Sea, and the river 
Fordan, which were fuftained in a heap, to give 
paflage to the I/raelites ; Exod. xiv. 22. and Fah. 
iji. 16. And that in Regions far remote from 
the Eupbrates and Tigris, viz.-in Italy, France, 
Switzerland, Germany, England, &c. there are 
frequently found in places, many fcores of 
leagues from any Sea, and even in the tops of 
high mountains, whole trees funk deep under 
ground, as alfo teeth, and bones of animals, 
fifhes entire, fea-fhells, ears of corn, €c. petri- 
fied ; which, the beft Naturalifts are agreed, 
could never have come there, but by the De- 
luge. 


- 2. The Deluge allowed Univerfal, the Philo- 
. fophers are follicitous to find Water to effect 
it. ; 
_ Mofes brings it from two Funds : the fountains 
of the great deep were broken up ; and the wine 
dows of beaven were opened. 
- Dr. Burnet, in his Zelluris Theoria Sacra, 
fhews that all the waters in the Ocean were not 
-near enough to cover the Earth fifteen cubits 
above the tops of the higheft mountains. Ac- 
cording to his computation, no lefs than eight 
Oceans were required... Now fuppofing the Sea, 
therefore, drained quite ‘dry, and all the clouds 
of the Atmofphere diffolved into rain, we fhould 
fill want much the greateft part of the water of 
a Deluge... | 
To getclear of this embarrafs, many of our 
beft Naturalifts, as Steno, Burnet, Woodward, 
Scheuchzers &c. adopt Des Cartes’s Syften. . 
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the Formation of the Earth. That Philofopher 
will have the primitive World to have been per- 
feftly round and equal, without mountains, or 
vales ; and accounts for its formation on mecha- 
nical Principles, by fuppofing it at firft in the 
condition of a thick turbid Fluid, replete with 
divers heterogeneous matters, which fubfiding 
by flow degrees, formed themfelves into diffe- 
rent concentric Strata, or Beds, by the Laws 
of Gravity : and thus, at length, left a dry, fo- 
lid Earth. 

_ Dr. Burnet improves on this Theory : he fup- 
pofes the primitive Earth to have been no more 
than an orbicular Cruft, invefting the face of 
the Aby{fs, or Deep, which grew chinky, clave, 
burft, and fell down into the water, and fo 


drowned its inhabitants. 
- The fame Theorift adds, that by this cata- 


ftrophe, the Globe of the Earth was not only 


fhook, and broke in a thoufand places, but that 
the violence of the fhock it then underwent, 


fhifted its fituation, fo that the Earth, which 


before was placed under the Zodiac, became 
thenceforth oblique to the fame. Whence arofe 
the difference of Seafons, which the antediluvia 
Earth was not expofed to. - | 


_ But how all this confifts with the facred Text 
‘above cited, which exprefsly mentions Moun- 
tains as the-ftandard.of the height of the Wa- 
ter; or, with that other paflage, Geu. viii. 22. 


where God, promifing not to bring any more 


Deluges, but that every thing fhould be reftor’d 


On its antient footing, fays, that Seed-time and 
Harveft, aud Cold and Heat, and Summer and 
Winter, and Day and Night foall ceafe no more, 


_we do not fee, itr. | 
6 Cc4 Other 
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_ Other Authors, fuppofing a fufficient fund of 
Water in the Abyfs or Sea, are only concern’d 
for an expedient to bring it forth. According- 
ly fome have recourfe to a fhifting of the Earth’s 
Centre, which, drawing after it the water out 
of its Channel, overwhelm’d the feveral Parts of 
the Earth fucceffively. : 
‘The very learned Mr. Whifton, in his New 
Theory of the Earth, has a very ingenious Hypo- 
thefis perfe€tly new. He fhews from feveral re- 
markable co-incidences, that a Comet defcend- 
ing in the Plane of the Ecliptic towards its Pe- 
vibelion, pafs’d juft before the Earth on the firft 
day of the Deluge. The confequences whereof 
would be, Firft, That this Comet, when it 
came below the Moon, would raife a prodigious, 
vaft, and ftrong Tide, both in the {mall Seas, 
which, according to his Hypothefis, were in the 
Antediluvian Earth ; for he allows no great 
Ocean there, as in.ours ; and alfo in the Abyfs, 
which was under the upper Cruft of the Earth. 
And this Tide would rife, and increafe all the 
time of the approach of the Comet towards the 
Earth ; and would be at its greateft height when 
the Comet was at its leaft diftance from it. By 
the force of which Tide, as alfo by the Attra- 
€tion of the Comet, he judges, that the Abyfs 
muft put on an Elliptic figure, whofe Surface 
being confiderably larger than the former {phe- 
rical one; the outward Cruft of the Earth, in- 
cumbent on the Abyfs, muft accommodate itfelf 
to the Figure, which it could not do while it 
held folid, and conjoined together. He con- 
cludes, therefore, that it muft of necefflity be 
extended, and at laft broke by the violence of 
the faid Tides and Attraétion ; out of which 
the included Water iffting, was’a great wage 
: ‘ 
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of the Deluge : this anfwering to what Mofes 
{peaks of the fountains of the great Deep being 
broke up. 

Again ; the fame Comet, he fhews, in its de- 
{cent towards the Sun, paffed fo clofe by the 
Body of the Earth, as to involve it in its At- 
mofphere and Tail, for a confiderable time ; 
and of confequence, left a vaft quantity of its 
Yapours, both expanded and condenfed on its 
furface ; a great part of which being afterwards 
rarified by the folar heat, would be drawn up 


again into the Atmofphere, and afterwards re- 


turn again in violent Rains ; and this he takes 
to be what Mo/es intimates by the Windows of 
Heaven being opened, and particularly by the 
forty days rain. For, as to the following Rain, 
which with this made the whole time of rain- 
ing 150 days ; Mr. Wbiffon attributes it to the 


| Earth’s coming a fecond time within the Atmo- 


{phere of the Comet, as the Comet was on its 
return from the Sun. Laftly, to remove this 
vaft Orb of Waters again, he fuppofes a mighty 
Wind to have arofe, which dried up fome, and 
forced the reft into the Abyfs again through the 
Clefts by which it came up: only a good quan- 


B tity remained in the. A/veus of the great O- 


cean, now firft made, and in leffer Seas, 


| Lakes, €5c. ~ | 


Tothe credit of thisTheory, it muft be obferv’d, 
that.it was at firftonly propofed hypothetically ; 
that is, the Author only fuppofed fuch a Co- 
met, merely as it would account well and phi- | 
lofophically for the Phenomena of the Deluge ; 
Without any affurance that there really was any 
Comet fo near the Earth at that time : And the 
Hypothefis pleafed, even under fuch circum- 
Rances :.but, upon further confideration, he 
ke 3 has. 
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has fince proved, that there actually was a Co. 
met near the Earth at-that time 5 v#z. the fame 
great Comet, which appeared again in 1689. 
The. Author no longer, therefore, looks upon it 
as an Hypothefis, but has republifhed it in g 


particular Tra¢t, intitled, Zhe Caufe of the De- } 


luge demonftrated. 


3. But the great difficulty is yet behind. The 
orderly Strata, or Layers of the Earth, with 
the Exavie, or remains of Fifhes, as their 
teeth, bones, fhells, €c. both marine and flu- 
viatile, found in the bodies even of the moft 


folid Strata, as thofe of flints, marbles, €c. are | 


not yet difpatched. ‘Thofe who adhere to Des 
Cartes’s Syftem, as Steno, &c. take the finding 
of the Parts of terreftrial and aquatic Animals, 
branches of ‘Trees, Leaves, €%c. in the Beds or 
Strata of ftone, to be a dire& proof of the 
primitive fluidity of the Earth. But then they 
are obliged to have recourfe to a fecond forma- 
tion of Strata, much later than the frft ; by 
reafon at the time of the firft there was neither 
Plant nor Animal. Steno, therefore, holds for 
fecond formations, occafioned at different times 
by extraordinary Inundations, Earthquakes, Vol- 
cano’s, €%c. But Burnet, Woodward, Scheuch- 
zer, &c. chufe rather to attribute a fecond ge- 
neral formation to the Deluge, without exciu- 
ding, however, the particular ones of Stevo. 
But the great objection againft this Syftem of 
Fluidity, is Mountains ; for, the, whole Globe 
being liquid, whence fhould fuch inequalities 
_arife? Mr. Scheuchzer, rather than part with @ 
Syftem which looks fo promifing, gives into 
the opinion of thofe who hold, that, after the 
Deluge, God, to remit the Waters into their 
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fybterranean Refervoirs, broke and difplaced, 
with his own Almighty hand, a great number 
of Strata that were before horizontal, and rai- 
fed them above the furface of the Earth ; whence 
it is that the Strata in Mountains, though con- 
centrical, are never horizontal. See Mouns 
TAIN, ESe, : 

Dr. Woodward, taking the feveral Strata for 
the Sediments of a De/uge, and confidering the 
circumftances of thofe Fifhes, Shells, and other 
Exuxie, draws feveral inferences, which very 
much illuftrate the effects of the De/uge. As 
frft, that thefe marine Bodies, and other Spoils 
of frefh water Fifhes, were born forth of. the 
Sea by the univerfal Deluge ; and on return of 
the water back again, were left behind at land. 
Secondly, that while the Flood covered the 
Globe, all the folid matters, as Stones, Metals, 
Minerals and Foffils, were totally diffolved, and 
the cohefion of their Corpufcles deftroyed ; and 
that thefe Corpufcles, with thofe of the lefs fo- 
lid Bodies, as Earth, Flefh of Animals, and 
Vegetables, were fuftain’d promifcuoufly in the 
Water, and made one common Mafs. Third- 


‘yy That all the Mafs thus fuftain’d, was at 


length precipitated to the bottom ; and that, ac= 
cording to the Laws of Gravity, the heavieft 
fettling firft, and the reft in order. And that 
the Matters thus fubfiding, conftituted the fe- 
veral Strata of Stone, Earth, Coal, @&c. Fourth- 
ly, hat thefe Strata were originally all parallel, 
even, and regular, and rendred the Surface of 
the Earth perfeétly f{pherical ; and that the 
Whole Mafs of Water lay upon them, and con- 
_ a fluid Sphere encompaffing the Globe. 

hly, That after fomeé time, by the force of 
a Agent feated within the Earth, thefe Strata 
were 
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were broken on all fides the Globe, and their 
Situation varied; being elevated in fome places, 
and depreffed in others; whence Mountains, 
Valleys, Grotto’s, €c. with the Channel of the 
Sea-Iflands, €¢. In one word, the whole ter- 
raqueous Globe was put, by this Difruption, and 
Diflocation of the Strata, into the.condition we 
now behold it in. Sixthly, That-upon the Dif 
ruption of the Strata, and the Depreffion of 
fome, and Elevation of other Parts, ‘which hap- 
pened towards the End ‘of the Deluge §the Mafs 
of Water fell back again into the depréfs’d, and 
loweft Parts of the Earth, into Lakes, and othér 
Cavities, and the Channel of the Ocean; and 
through the Fiflures; whereby this communicates 
with the Abyfs, which it fill’d till it came to an 


Equilibrium with the Ocean. Nat. Hift..of Earth, | 


* 


P. I, and II. See Fosstre. 3 
But of all the Syftems yet advanced, there 
feems none better calculated to folve the Phaits: 
mena of thofe petrified Exuvie, than that ‘of 
Mr. de Ja Pryme. ‘The .Antediluvian World, 
according to this ingenious Author, had an ex- 
ternal Sea, as well as Land, with Mountains, 
Rivers, €9c. and the Deluge was effected by 
breaking the fubterraneous Caverns and Pillars 
thereof, with dreadful Earthquakes, and caufing 
the fame to be for the moft part, if not wholly, 
abforbed and {wallowed up, and covered by the 
Seas that we now have. Laftly, this Earth 
of ours arofe out of the bottom of the Antedi- 
luvian Sea, and in its room ; juft as many Iflands 
are {wallowed up, and others thruft up in their 
ftead. From this Syftem, which is very agree- 
able to Scripture, the great difficulties that clog 
all the other Syftems, are eafily folved. It is no 
| longer 
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B longer a wonder, that Shells and Shell-fith, and 


the bones of Fifhes, and four-footed Creatures, 


with Fruits, €9c. fhould be found in beds and 


quarries, in mountains and valleys, and the ve- 
ry bowels of the Earth : for here they bred in 
the Antediluvian Sea, thither they were elevated 
with the hills and mountains, in the time of 
the Deluge ; there they fell into, were abforbed 
and buried in chafms, and holes, and clefts, that 
would neceffarily happen in the Extrafion of the 
Earth. Lowth. Abridg. Philofoph. Zranfaé?. Vol. 
III. p. 428. 





ARTICLE XLV. 


THE Account of the late Proteftant Mission 
in the Eaft-Indies continued, 


PROCEED to give an account of the third 
I Part of the Relation of the Danifb. Miffion, 
Get Suto Downing in Bartholomew-Clofe near 
Weft-Smithjield, in the year 1718. page. 233. 
in 8vo. 

Dr. Boebm, Minifter of the German Chapel. 
at St. Fames’s, is the Author of the Preface 
prefixed to this Book. He informs us, that fe- 
veral objections have been raifed againft the 
Proteftant Miffion, and he anfwers thofe ob- 


jeCtions. : 


1. Some 
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1. Some faid, that the Nation was already 
engaged in great expences ; and confequently, 
that the defign of converting the Heathens 
fhould be put off till a more proper time. The 
Author anfwers, that thofe perfons are little ac- 
quainted with the ways of Providence ; and 
that if we confider what has happened under 
the Law of Mo/es, and under the Gofpel, we 
fhall be convinced. that the nobleft defigns have 
been formed in the moft difficult times, and did 
at laft fucceed notwithftanding all oppofitions. 


2. Others have been furprifed at fuch a new 
defign among the Proteftants, which feems to 
be expofed to great dangers and infuperable 
difficulties. Dr. Boebm reprefents to thofe Gen- 
tlemen, that the novelty of this undertaking, 
and the difficulties that attend it, fhould rather 
induce true Chriftians to endeavour to make it 
fucceed. Don’t we fee every day men, who 
form new projects to increafe their eftates ? Why 
fhould we not do the like to promote the King- 
dom of Chrift ? 


3. Some have been contented.to be mere — 


Spectators with refpeét to the Proteftant Mif- 
fion,. without pretending to judge of the fuc- 
cefs of that enterprife. 


Others, after having examined that de- 
fign, declared that they would’ have no hand in 
it, unlefs it was approved and encouraged by 
perfons of diftinétion. 


5. Laftly, it has been obje€ted, that the Hea- 
thens will embrace ‘the Chriftian Religion in 
opes 
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hopes of fome gain ; and that they will relapfe 
into Idolatry, to avoid perfecution. Dr. Boebm 
refutes this objection, by faying that the Apo- 
fafy of fome men is not a fufficient reafon to 
give over the defign of introducing the Gofpel 
into thofe countries where it is unknown. 
m™ There have been inftances of fuch an Apoftafy 
in all the Ages of Chriftianity. Chrift himfelf 
fays, that fome followed him for the fake of the 
Loaves. which they had eaten; and St. Paul 
fpeaks of fome perfons, who profeft piety for 
the fake of the gain that accrued to them from 
itt This did not hinder Chrift, nor that Apo- 
ftle, from continuing to preach the Gofpel. - 


There are in this Book thirty feven Letters, 
or Fragments of Letters, that concern the Pro- 
tetant Miffion. Moft of them were tranfla- 
ted from Latin, or High Dutch, into Eng- 
lith. 


J. The firft was written to Dr. Boebm by a 
Printer, named ‘fonas Finck, who-fet out from 
England to go into the Eaft-Indies. It is da- 
ted from St. Sebaftian’s in Brafil, O&ober 20. 
1711. That Printer was a Scholar, and a very 
| pious man. He complains that the Ship, on 
board which he went, was full of vicious and 
profane men ; and he adds, that there is an 
exact defcription of their charaéter in the 
uxxtiid Pfalm. ‘ 

When he arrived at St, Sebaftian’s, they were 
a€tually fhipping about a hundred perfons fu- 
pected of favouring Judaifm, to fend them to 
the Inquifition of Portugal. : 
»The Clergy of Braj are fo ignorant, that 
among ten Ecclefiaftics, there is hardly “ 
that 
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that underftands the Mafs. ‘The inhabitants of 
that country give up themfelves to fenfual plea. 
fures, and think only of getting filver and 
gold. The Jefuits have a ftately College at 
St. Sebaftian’s. Mr. Finck had fome converfa. 
tions with them. Thofe Fathers ordered a Je- 
fuit, who underftood Latin better than the 
others, to fpeak in their name. Mr. Finck 
avoided controverfy, and endeavoured to make 
the difcourfe fall upon Practical Divinity ; but 
the Jefuits were for treating fome theological 
Point after a {cholaftic manner. The Printer 
told them, that the'circumftances of the time 
and place did not allow him to enter upon a 
difpute with them. He defired them to pro- 
cure him a Copy of the Imitation of Chrift by 
Thomas a Kempis. The Jefuits anfwered him, 
that this Author was unknown to them, and 
that probably he meant Thomas Aquinas. 

There are about eight thoufand Negroes at | 
St. Sebaftian’s : the condition of thofe Slaves is 
very deplorable. ‘They know the Chriftian Re- 
ligion, only becaufe they have been baptized, 
and taught the Lord’s Prayer. The Negroes 
wear an Image of St. Francis, St. Antony, or 
fome other Saint, tied to their neck, as a badge 
of their Chriftianity. 

The Author of this Letter gives an account 
of the Siege of St. Sebaffian’s, and its being ta- 
ken by the French, whilft he was in the Port 
of that Town. ‘The Englifh furrendred to the 
French ; and Mr. Finck fays, that the Captain 
of the Ship, called Le Bré#ant, was very kind 
to him ; and that this Officer being a Man of 
Learning, took delight in converfing with him 


in Latin. At laft the Englifh capitulated yr 
the 
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the French to continue their Voyage, and Mr. 
Fiick obtained his liberty. : 





Ll Ff  cmeeed i me 


I fhall {peak here of the thirty feventh Let- 
ter, to bé found at the end of the Book. Ie 
fhould have beeri placed next to that of which 
I have juft now given an account. This Letter 
was written to Dr. Boehm by Mr. Plut/cho: it 
is dated from the Cape of Good Hope in Fe- 
Gi bruary 1712. That Miffionary had left ran 
: wevar to return into Europe, with a defign to 
fifcovet thofe impedimenrs that obftruét the 
Proteftant Miffion, and what means ought to 
be ufed to remove them. He infotms Dr. Boebm 
that the Printer abovementioned died of a ma- 
lignant fever, foon after his departure from Bra- 
fi That Printer was to go to Zranquebar with 
a printing Prefs, and ‘Portuguefe Characters. 
The Prefs and the Characters were pteferved. 


| ‘IL, Mr. Ziegenbalgh, and Mr. Fobn Erneft 
~  Grandler ‘a new Miflionary, writ the following 
Letter, dated from Yranguebar, September 23. 
1712, and directed to Mr. Newman, Secretary 
to the Englifh Society for promoting Chriftian 
Knowledge. 'Thofe Gentlemen exptefs a great 
joy, becaufe that illuftrious Society endeavoured 
to make the Miffion of Yranquebar fucceed. 
They fay, they have received the printing Prefs 
and the Characters, with a hundred Reams of 
Papér. They had alfo received two Globes, a 
Clock, and a Sum of Money. 


III. The third Letter was written by the 
fame Miffionariés to the fame Society, to which 
they exprefs their acknowledgment. ‘They 
fay, they have received two Bills of Exchange, 
m DecemMBER 1727. Dd‘ which 
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which had been fent to them by two Englith 
Ladies ; and they wifh that Cbhrift may refrefh 
their fouls by bis goodne/s, as they have refrelbed 
the Lambs of Chrift by their charitable Contribu- 
tions. ‘They had alfo received two hundred 
and thirteen Copies of the New Teftament in 
Portuguefe, feveral other Books, and fome ma- 
thematical Inftruments. 

Thofe Gentlemen fent to the Society the 
Rules which they obferved in their Malabarian 
Church, and in their Schools : they did alfo 
communicate thofe Rules, not only to the Pro- 
teftant Divines of the Eaft-Indies, but alfo to | 
the Roman-Catholic Miffionaries of Fort 5s. 
George. 

They had three Malabarian Schools, a Portu- 
_ guefe School, and a Danifh one, in which they 

inftruéted eighty children of both fexes. The 
Malabarian Church confifted of a hundred and 
feven new Converts, and the Portuguefe of 
eighty three, without reckoning twenty Cate- 
chumens. 

The Miffionaries obferve that Madras, or 
Fort St. George, is a very populous Town ; that 
there are in it a great many Malabarians, and 
Men of other nations ; that next to Batavia, 
there is no Town fo proper, as that, to propa- 
gate Chriftianity in the Eaft-Indies ; that above 
twenty four different Languages are {poken 
there ; that it were to be wifhed it fhould be 
the Centre of the Miffion, that a Seminary’ 
fhould be eftablifhed in the Indies, which might 
afford Miffionaries at all times, and that thofe 
Miffionaries fhould be fent to Benga/ and 
Bombay, into the Kingdom of Pegu, to 
Cudulur, and Fort St. David, and elfe- 


where. They alfo wifhed the Miffion hie 
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be recommended to the Proteftants of Europe, 
efpecially to the Dutch, who are able to make 
it fucceed better than any other nation. ‘The 
Miffionaries having undertaken to tranflate the 
Old Teftament into the Malabarian Tongue, 
defired to be provided with Commentaries upon 
om Bible, to enable them to execute that de- 
gn. 

_ This Letter, written from Zranguebar, bears 
the fame date as the precedent. 


IV. Mr. Lewis, Chaplain to the Eaft-India 
Company at Fort St. George, in a fhort Letter 
written from that Town to Mr. Newman, in 
Ogtober 1712, fays that the Miffion of Zran- 
quebar ought to be encouraged ; that it is the 
firft Miffion the Proteftants have undertaken ; 
and that if it was neglected, the Roman-Ca~ 
tholics, who boaft of their Congregation de 
propaganda Fide, would not fail to triuniph. 


V. In the next Letter, written from Yran- 
«quebar to the Englifh Society above mentioned, 
and dated January 9. 1713, the Miffionaries 
fay, they have printed fome Books, and an 
Almanack, in the Malabarian tongue ; that they 
keep correfpondence by way of Letters with 
the inhabitants of the Coaft of Coromandel ; that 
the Roman-Gatholie Miffionaries of Madras have 
confeft to them, that they had converted twelve 
thoufand Malabarians ; and that there isno doubt 
the Proteftant Miffion will have the fame Suc- 
cefs, if it be countenanced by the. Governors 
eftablifhed in the Eaft-Indies. 


VI. In the fixth Letter, written to Mr. New- 
‘man, the Miffionaries inform him, that the print- 
Dd 2 ; ing 
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ing Prefs they had received from England was 
of great ufe to them, to facilitate the conver- 
fion of the Malabarians. They fay, that. when- 
ever the Sun rifes in the Indies, it is furrounded 
with thick clouds ; and that the people fancy, 
thofe clouds are great Giants whom the Sun is 
obliged to fight, that it may fhine in its whole 
luftre. The Miffionaries applied this imagina- 
tion to the Sum of righteou{ne/s, which begins 
to appear on the Coaft of Coromandel, and which 
meets with feveral obftacles, even from the Chri- 
ftians. This Letter is dated from Zranquebar, 


January 11. 1713. 


VII. The next was written from the Eaft- 
Indies to Dr. Boehm, the tenth of January in 
‘the fame year, by a perfon who conceals his 
‘name. The Author of this Letter fays, that 
che is well pleafed to hear that the Proteftants 
have fent fome Miffionaries into the Eaft-In- 
dies. ‘* Many Heathens, continues be, who 
«© have embraced the Chriftianity of the Church 
** of Rome, efpecially the Chinefe, repent of 
“ their converfion. I have been fourteen times 
** in China, and I have carried thither many 
“° French Miffionaries. I have often difcourfed 
<< with them ; and I obferved that moft of thofe 
© Gentlemen had the wealth of China more at 
*¢ heart, than the falvation of the poor Hea- 
“¢ thens. And therefore thofe Miffionaries, 
S° efpecially the Jefuits, ufed their utmoft en- 
“© deavours to be raifed to the dignities of that 
** country. It ought to be acknowledged that 
© they lived an unblameable life. 

“* The conduét of the Portuguefe Fathers 
“ of Macao ( purfues the Author) is not edify- 


“ ing: *tis a great obftacle to the aemrenior 
" ¢ 
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“‘ of the Heathens. The Chinefe fay, that if 
 thofe Fathers believed what they teach, they 
“ would be more virtuous than they are. The 
“© Chinefe being great Lovers of Mathematics, 
“© care is taken to fend into China Miffionaries 
6© skilled in thofe Sciences, becaufe they en- 
“ able them to make themfelves acceptable to 
** the Court, and the Governors of Provinces 
“© and Cities. Moft of thofe Miffionaries are 
* better Mathematicians than Divines. They 
“ feldom preach, except upon holy days. St. 
“¢ Xavier is a great Saint in China : he is cal- 
6S led she Apoftle of the Eaf, and many mira- 
“ cles are afcribed to him. I heard a Jefuit 
s¢ fay , who preached in St. Paul’s Church at 
6° Macao, that St. Xavier bad wrought more mi- 
¢ acles than Chrift and all the Apoftles. The 
“ Chinefe are offended to fee our Lord expofed 
© upon a Crofs almoft quite naked, and. will 
€* not allow the women to go to the Church of 
** the naked God”. | 
They fay, they had rather worfhip the Saints 
of China, than thofe of Europe, who are un- 
&nown to them, They complain of the Indul- 
gences, that are given for money, and maintain 
that it is a Prieft-craft, which tends to make the 
people flaves to the Clergy. ‘* I know (conti- 
© nues the Author) a Merchant, who forfook 
© Chriftianity, becaufe they would not allow 
© him to eat Pork in Lent, without paying for 
© that privilege ——-That Merchant is ftill li- 
“ ving. His name is Angua d Emoy.: he {peaks 
“ Portuguefe, and has often asked why. the 
“ Englifh did not fend fome Fathers (Padres) 
“© into China, to teach their Religion. The 
& Englith, /ays be, have no Images: they don’t 
Dd3 ** give 
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“ give too great a power to their Fathers - 
*¢ their Miffionaries are contented to inftru 
“the people, and don’t meddle with other 
*° mens affairs”. 

The Author fays, that if any Copies of the 
New Teftament in Portuguefe were fent into 
China, they would be of no ufe there, becaufe 
the Chinefe don’t read Books written in that 
Language, though many of them {peak it.’ Be- 
fides, the Miffionaries of the Church of Rome 
will obtain an order from the Court to get thofe 
Copies of the New Teftament burnt, as if they 
were feditious Books. They formerly fuppref- 
fed upon the Coaft of Coromandel all the Copies 
of the Liturgy of the Church of England, tran- 
flated into Portuguefe. If Proteftant Miffio- 
naries, skilled in Mathematics, went into Chi- | 
na, and learned the Language of that country, 
they fhould tranflate the New. Teftament into 
that Language. The Roman-Catholic Miffio- 
naries have only tranflated into it fome Lives 
of Saints, the Office of the, holy Virgin, fome 
mathematical Books, and fome Hiftories that 
concern particularly France. 

The Mahometan Religion makes a progrefs 
in China : it is more acceptable to the Chinefe 
than the Chriftian Religion, becaufe it allows 
Polygamy. However, many Chinefe reject Ma- 
hometifm, becaufe it forbids to eat Pork ; this 
meat is the main food of the people in China. 
The Religion of Mahomet was introduced into 
that country by Mahometan Priefts, who came 
from the Indoffan. and the Frontiers of Perfia. 
The Author fays, that he faw one of thofe Mif- 
fionaries in the City of Canton, who had {pent 
fourteen years in that Miffion, and brought over 


many Chinefe to Mahometifm, 
- VUI Mr. 
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_peror does not concern himfelf with the opini- 


_ioans. 


Mpitals ; for, the Poor are very numerous in the 
Indies ; and at a time of dearth, Parents are 
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VIII. Mr. Lewis tells Mr. ‘Newman, that he 
has often wondred that the Proteftants fent no 
Miffionaries into the Eaft and Weft-Indies, 
though they have large Settlements there. He 
thanks God that the Englifh had at laft refolved 
to attempt the converfion of the Heathens. 

He obferves, that in moft Provinces of the 
Empire of the Great Mogu/, there are four Hea- 
thens for one Mahometan ; and that the Em- 


ons of his Pagan Subjects. But ’tis a dange- 
rous thing to undertake to convert the Mulul- 


Mr. Lewis believes, one ought to begin with 
the converfion of a vaft number of Heathens, 
who inhabit thofe places where the Englifh 
have fettled themfelves, viz. at Bombay, Fort 
St. David, Fort St. George, Ca/ecut in the Bay 
of Bengal, upon the Coaft of Malabar, &c: To 
fucceed in that defign, tis neceffary, fays the 
Author, to fet up Schools for the education of 
children. *Tis {till more neceflary to found Ho- 





obliged to fell their children, and fometimes 
themfelves. ‘That unhappy people would then 
be very glad to get into an Hofpital. Befides, 
there will be at all times a great many poor 
people, who-will not {cruple to give their chil- 
dren to thofe who fhall be willing to breed 
them up ; and among thofe Heathens who are 
able to take care of their children, many, to 
avoid this charge, will fend them to the Chri- 
ftian Schools. | 

It may be hoped, that children educated in 
the Chriftian Religion, will be in time Zealous 
Dd 4 for 
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for it; but the fame is not to be expected from 
Adults, who have lived long in Idolatry. The 
Rich will not turn Chriftians, left they fhould 
lofe the privileges of their Tribe ; which would 
make them infamous, and expofe them to great 
mifery. As for thofe Poor, that belong to no 
Tribe; they will not fcruple to embrace any 
Religion for a little Rice ; and then they will 
forfake it for any fuch {mall matter. *Tis chief- 
ly among this fort of people, that the Miftio- 
narie of the Church of Rome make Profe. 
lytes; hence it is that thofe Chriftians, who are 
natives of that country, are the dregs of man- 
kind ; and perhaps there is no people more infa- 
mous in the world. It were better to have 
dealings with the Heathens and Turks, than 
with that fort of Chriftians. This Letter is da- 
ted from Fort St. George February 1. 1713. 


IX. The next was written to Mr. Newman 
the 26 of February in the fame year by Mr. 
Franck, Profeffor in the Univerfity of Hal. He 
expreffes his acknowledgment to the Englifh So- 
ciety for concerning themfelves in the Miffion 
of Lranquebar. : 


X. The Miffionaries inform Mr. Newman of 
the arrival of three Printers fent to them from 
Haii in Saxony, who brought Malabarian Cha- 
racters to Tranquebar. This Letter is dated 
September 12, 1713. 


XI. In the eleventh, written to the Society 
of London, the Miffionaries fay, they have re- 
ceived the Copies of the New Teftament in 
Portuguefe, printed at the charges of that So- 
ciety ; that they have printed fome Treatifes 4 

i : the 
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the fame Language ; that they have baptized 
thirty five people, &c. This Letter is dated 
October 6. 1713. | 


XII. The Miffionaries writ the next to Mr. 
Hoare. They tell him, that the whole number 
of thofe whom they have baptized, amounts to 
a hundred and twenty one Men, and a hundred 
and twenty five Women. Among thofe new 
Converts, many were obliged to work hard for 
a livelihood. None of them had relapfed into 
| Paganifm ; but poverty and mifery obliged fome 
to join with the Roman-Catholics. Thofe Pro- 
felytes, who are extremely poor, do not appear 
to be fo pious, as thofe who are not in fuch a 
deplorable condition. Befides, fome of them 
are obftinate, and give a great deal of trouble 
to the Miffionaries. | 

The Miffionaries declare, that when they in- 
ftruét the Heathens, they take care to lay afide 
all ufelefs controverfies. This Letter is dated 
December 11. 1713. , 


XIll. The thirteenth, written to Mr. Lewés 
at Fort St. George, the 7th of April in the 
fame year, contains a long Relation of the me- 
thod which the Miffionaries obferve in their 
Charity-Schools at Zranquebar. 'Thofe Gentle- 
men fay, that their Malabarian and Portuguefe 
Library confifts of two hundred and thirty feven 
Volumes. Among thofe Books, there were 
fourteen written by Roman-Catholic Miffiona- 
ties ; a hundred and fifty fix, which treated 
of Theology and Phyfic, and of the Philofophy 
of the Malabarians, and twelve concerning the 
Mahometan Religion. 
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XIV, and XV. The two next Letters, writ. 
ten to the Englith Society, are dated January 3, 
and September 23, 1714. ‘The Miffionaries fay, 
that their Malabarian Scholars have more ‘pro- 
bity, and are more pious than the Portuguefe 
dnd the Danes. ‘Thofe Gentlemen proteft that 
they abhor party-names ; and that their Scho- 
lars don’t fo much as know the names of Luther 
and Calvin. They add, that the words Popery 
and Papifis are known all over the Eaft-Indies, 
becaufe there are a great many Roman-Catho- 
lics in that country. The Miffionaries had print- 
ed the Gofpels and the Adts of the Apoftles in 
Malabarian. CI have feen a Copy of that Tran- | 
flation..) They had {pent two thoufand feven 
hundred and feventy Rixdollers, from the firft 
of January 1714, to the 27th of September of 
the fame year. 


_ XVI. This Letter was written to Mr. New- | 
man by Mr. Stevenfon, Chaplain to the Eaft- 
India Company at Fort St. George, who fuc- 
ceeded Mr. Lewiés. It is dated October 7. 1714, 
and contains nothing, that ought to be commu- 
nicated to my Readers. 


XVII. Mr. Wendt, in a Letter from Cuopen- 
- bagen, December 22. 1714, informs Dr. Boehm, 
that the King of Denmark. had eftablifhed in 
that City a Society for the Propagation of the 
Faith. Mr. Wendt was Secretary to that So- 
ciety. 


XVHI. The fame Society exprefs their ac- 
_ knowledgment to that of London, for their 


favouring the Miffion of Zranquebar. -'They 
defire 
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defire to keep correfpondence with that So- 


ty: | 

This Letter is dated from Copedbagen the 7th 
of March 1715. It is attended with the King 
of Denmark’s Inftrudtions to the Society of Co- 
penbagen, and the method that is ufed in Den- 
mark for the converfion of the Heathens in the 
Baft-Indies, &c. 


XIX. Mr. Ziegenbalgh, being fet out from 
Tranquebar to return into Europe, informed the 
Society of London that he was arrived at the 
Cape of Good Hope, His Letter is of the 15th 
of January 1715. The departure of that Mifli- 
onary occafioned a great affliction to the new 
Converts : they poured out a flood of tears, and 
made him promife folemnly that he fhould re- 
turn into the Eaft-Indies. The Author thought 
that his prefence was neceflary in Europe, to 
remove the obftacles to the Proteftant Miffion, 


XX. Mr. Stevenfon telis Mr. Newman, that 
there are but too many Clergymen in England, 
who look upon a Benefice in the Eaft-Indies as 
a handfome exile,.and who rather chufe to live 
upon twenty or thirty pounds a year, than to 
have two hundred pounds out of their country. 


‘He adds, that the climate of the Eaft-Indies is 


not troublefome ; that the winter in that coun- 
try is a perpetual Spring ; that the heat is not 


intolerable ; that a Voyage from England into 


the Eaft-Indies is not more dangerous, than 
from London to Briftol ; and that the Englith 


fettled there, live a regular life, are very kind 
to their Minifters, and exercife hofpitality to- 


wards ftrangers. Laftly, Mr. Stevenfon withed 


that Clergymen of great virtue and probity 
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fhould ‘be fent to the Indies ; for, fays he, the 
Sermons of a Minifter, though never fo good, 
cannot out-weigh the harm he does by giving 
an ill'example. This Letter is dated from Fort 
St. George the 4. of February 1719. 


XXI. The next was written from Berghen in 
Norway, the 31. of May in the fame year, by 
Mr. Ziegenbaigh. This Miffionary informed the 
Englith Society of his arrival in that Port. 


XXII—XXIV. In the twenty fecond Let- 


ter, dated from Hamburg, July 18. 1715, the | 


fame Miffionary informs Dr. Boehm, that he is 
arrived in that City. In the two next Letters, 
dated from Ha O€tober 20. and Novembrr 1. 
1715, he tells the fame Divine, that he had 
avery good Succefs in Denmark with refpett 
to the Miffion, and that he was preparing to 
return into the Eaft-Indies on board the Eng- 
lifh Fleet. I muft obferve, that Mr. Ziegen- 
balgbh printed a Malabarian Grammar at Hai. 


XXV. The Society of Copenhagen acquaint- 
ed that of London, that the King of Denmark | 


had ordered them to go about the converfion of 


the Finlanders and Laplanders. They have no § 


knowledge of the Gofpel : they live like their 
Anceftors, having no fettled habitations, and 
wandring like the Scythiaus in woods and moun- 
tains. This Letter is dated the 26th of No- 
vember, 1715. 


XXVI.. The next Letter was written from 


Tranquebar to the Society of London, by Mr. 


Grandler : it bears date, Auguft 28. 11715. 


This 
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This Miffionary fays, that he has received 
the Money, Paper, Books, &c. which the So- 
ciety was pleafed to fend him. _He obferves 
that the Portuguefe Language is of great ufe 
to convert the Heathens, though it is not fo 
neceflary as the Malabarian Tongue. He took 
care to teach.a found doétrine, without mix- 
ing with it vain {peculations and human inven- 
tions.- I confefs, fays he, that after .a-labour of 
fo many years, we don’t fee fuch a plentiful fruit 
a9 we might with for ; but we know that this 
is the time of fowing. Let us be therefore faith- 
ful and indefatigable. The Word of God will 
have its effect, €c. | 

The remaining part. of the New Teftament 
in the -Malabarian Language has been printed. 
Some .Miffionaries of the Church of Rome did 
their utmoft endeavours to prejudice: the Pro- 
teftant Miffion. A Jefuit of Pouticher? having 
faid. that the Malabarian Tranjflation of the New 
Yefament was full of faults ; Mr. Grundler writ 
to-him in thefe-words, in the month of May 
1s. ** Not being able to find out the faults 
“ you mention, I entreat you to let me know 
“ in what places the Tranflation does not agree 
“ with the Text, and you will do me a very 


a“ good office. I defire you at the fame time 


* to compare our Malabarian Tranflation, not 
“only with your Vulgate, but alfo with the 
© Greek Original. And then you will be per- 
© fuaded that the faults you object againft us 
© are imaginary, and that our Tranflation is 
“ faithful”. ‘The Jefuit had not yet anfwered 
this Letter, when Mr. Graudler writ that, of 
which I have juft now given an account. 
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XXXVI. Mr. Cobbe, Chaplain at Bombay, tells 
Mr. Newman, that the Portuguefe of that Ifland 
were difpleafed with him, for having brought 
thither feveral Copies of the New Teftament ; | 
that however they dare not fpeak fo freely there | 
as they do at Goa, and in other Settlements, 
where the Monks and the Clergy are above ; 
third part of the inhabitants ; that they amufe 
the people at Bombay with a pompous Worhip, 
keep them up in ignorance, and take no care 
to fupply the wants of the Poor. 

Many different Religions are tolerated at 
Bombay : Idolatry and Superftition prevail al- 
moft every where. It raitis in that Ifland from 
the beginning of June to the end of Septem- 
ber : and then there is hardly any rain during 
the remaining part of the year. One may live 
as pleafantly in the Ifle of Bombay, as in Eng- 
Jand. ‘This Letter is dated Odtober 11. 1715. 


XXVIT and XXITX. Mr. Grundler tells Mr. 
Harrifon, Governor of Fort St. George, that it 
were to be wifhed, a School fhould be fet up in 
the Territories of the Englifh, Mr. Harrijm 
anfwers this Miffionary, that he will heartily 
favour this defign. Thefe’ Letters are dated 
from Lranquebar and Fort St. George, in Octo- 
ber 1715. : 


XXX. The fame’ Miffionary acquainted the 
Englifh Society, in a Letter of January 1716, 
that they were fetting up a Paper-Mill at Zrav 
quebar, for the good of the Miffion. 


XXXI. The next Letter was written to Mr. 


Newman, by Mr. Briercliffe, Chaplain at on 
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cut in the Bay of Bengal : it is dated December 
st. 1715. The Author fays, that the Chrifti- 
ans of the Bay of Bengal are but few, if com- 
pared to the Mahometans and Heathens. For 
one Chriftian, there are two thoufand Pagans or 
Mufulmans at Calecut. There are few Prote- 
fants there, befides the Englifh, The number 
of the Portuguefe is very great: they have a 
large Church ; and their Converts increafe eve- 
ty day. They have alfo Churches upon the 
Ganges, above Calecut, and at Balafora and 
Chittigon. 

The Portuguefe have not introduced their 
Religion with the help of Schools, but by 
breeding up their Slaves in it. The latter took 
¢are to teach their children the fame Religion ; 
ind *tis to this the progrefs of Chriftianity in 
the Eaft-Indies ought to be afcribed. *Tis ob- 
fervable, that the Portuguefe have eftablithed 
their Religion only in maritime or trading 
Towns. A Roman-Catholic Miffionary, named 
Felix, who is accounted a moderate man, un- 
dertook to travel a great way into the country, 
to convert the Heathens ; but .he could make 
no converfion. ‘The Mahometans have an In- 
quifition, as well as the Church of Rome; which 
makes the converfion of the Mufulmans, impof- 
fible. Mr. Briercliffe adds, that the Miflionary 
juft now mentioned is a very good Phyfician, 
and endeavours. to ingratiate himfelf with the 
Natives, by giving them remedies. The Church 
of Rome takes care to fend Miffionaries, who 


have fome skill in Phyfic. This is the caufe of 
the progtefs they have made in China. 


Among the Heathens of the Bay of Bengal, 
fome believe that the World did exift from all 
Eternity, and others, that it was created, and 


that 
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that God formed in the beginning a Man and 
a Woman, from whom Mankind derive their 
original. They cali a Man Adame. They be- | 
lieve there was an univerfal Deluge.- They 
have a Tradition, importing, that God has ap- 
peared zu the Filefo ten times, and that. at laft 
an attempt was made to kill him ; but becaufe 
God cannot die, he left the Earth, and afcended 
into Heaven. . 

~ Weare told, that of all the Heathens, none 
are fo well difpofed to receive the Gofpel, as 
the inhabitants of the Ifle of Madagafcar. They 
worfhip two Deities, one out of love,. and the 
other out of fear ; but they acknowledge that 
the firft is the Supreme God. - Polygamy pre- 
vails among that people ; and therefore ’tis vee 
ry probable, they would hardly relifh a Reli- 
gion, which forbids it abfolutely. 


XXXITI—XXXV. Thefe four Letters con. , 
tain nothing, that ought to be communicated 
to my Readers. 


XXXVI. In the laft, dated from Deal, March 
4.1716, Mr. Ziegenbalgh acquaints Dr. Boehm, 
that he is ready to fet fail, in order to return to 
Franquebar. 

When that Miffionary, and Mr. Plut/cho his 
Collegue, were received in an Affembly of the 
Society of London, they. were harangued in 
Latin by two Members of that illuftrious Body. 
The Miffionaries anfwered in the fame Lan- 
guage. Thofe four Speeches have been infert- 
ed at the end of this Book, with an Englith 
Tranflation. 
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The following curious Article, which contains 
an account of a Book written by one of the 
Proteftant Miffionaries in the Eaft-Indies, will 
not be unacceptable to the Readers. It ought 
by all means to be inferted here, next to the 
Account of the Proteftant Miffion. 





ARTICLE XLVI 


An AccounrT of the Religion, Govern- 
ment, Learning, Oeconomy, &c. of the 
Malabarians, fent by the Danifh Miffiona- 
ries to their Correfpondents in Europe. 


Tranflated from the High-Dutch, 


* ies is the Title of a Book of 68 Pages 
in 8vo, printed at London in 1717, by 
Fofeph Downing. ‘That Book was written by 
Mr. Ziegenbalgh. He an{wered feveral Quefti- 
ons fent to him by his Correfpondents in Eu- 
trope, which concern the Religion, the Man- 
ners, Government, Learning, &c. of the Ma- 
labarians. Here follows the fubftance of his 
Anfwers to thofe Queftions. 


The Danes fettled themfelves at Tranquebar 
above eighty years ago. It was formerly an 
inconfiderable Borough ; but after the King of 
Denmark had bought it, and eftablifhed there 
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an European Colony, that Borough became a 
flourifhing Town. The Danes are obliged, by 
Virtue of an antient Treaty, to pay yearly two 
thoufand Perdous to the King of Zanjour. Tran 
guebar is {urrounded with a ftrong wall, and its 
Baftions are well provided with artillery. The 
Caftle ftands on the Sea-fide. A great Citadel 
is to be feen before the Gate that leads to the 
Country. 

There are three Churches in that Town, the 
Danifh Church, called S%oz ; that which is de- 
figned for the ufe of the converted Malabari- 
ans, (’tis called Ferufalem,) and that of the 
Roman-Catholics. There is alfo a great Mofque 
for the Mahometans, and five large Pagods, 
where the Heathens perform their devotions. 

Three forts of inhabitants are to be feen at 
Tranguebar, Europeans, Moors and Malabari- 
ans : the latter are much more numerous than 
the others. That ‘Town is very populous, and 
frequented by different Nations, which trade 
there by Sea and Land. The Garrifon is not 
very confiderable : it confifts of Europeans, and 
many Malabarian Soldiers ; but all the Officers 
are Europeans. . 

The Territory of Zranquebar contains fifteen 
Boroughs, or Villages. Borejar is the largeft, § 
and almoft*as populous as Zrangquebar. 'There 
are in it feveral Pagods and Mofques. liar 
is the fecond Borough: they go to it from 
Tranquebar along a high way adorned with two 
rows of trees, which bear red, white, and yel- 
low Leaves, not much unlike our Lillies. I | 
omit the names of the other places. — 

There are on the coaft of the Sea, at the 
diftance of fix, feven, eight, nine or ten leagues, 

I a Fort, 
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a Fort, a Town, or a Village, inhabited by Eu- 
ropeans. 

The King, who reigns in the neighbourhood 
of Zranquebar, has but a {mall Territory about 
a hundred miles long, and feventy broad. Zan- 
jour is the place of his Refidence, about fixty 
miles diftant from Zranquebar. Tis a pretty 
large ‘Town, furrounded with a ftrong wall. 
The Cattle is ftately and f{pacious. There are 
in that Kingdom four Towns fortified, and 
many other great Towns, famous for the Pa- 
gods, built by the antient Kings with great 


magnificence. Thofe Princes built alfo many 


large Refectories, for the convenience of ftran- 
gers, pilgrims and travellers. ‘There is one in 
each Town and Village, and even upon the high 
ways, at the diftance of about four miles. The 
Heathens, Mahometans and Chriftians may free- 
ly go into them, efpecially during the great 
heat, and ftay there as long as they pleafe. 
Moft of the Heathens, who are rich, build fuch 
houfes : fome keep Servants in them, to wait 
upon travellers, and fupply them with cool 
water. 

The King’s power confifts chiefly in his 
wealth. He gets every year from his Domi- 


nions above thirty Tuns of Gold. ’Tis faid, 


that his Treafury contains immenfe riches. He 
has a hundred and forty four Elephants in his 
army, and above three hundred horfes : all thofe 
animals come from foreign countries, His Troops 
are not confiderable in time of peace ; but when 
he undertakes a war, his wealth enables him to 
raife a very numerous army in a little time. A- 
bout ten years ago, that Prince befieged Tran- 
guebar. with forty thoufand men, for the fpace 
of nine months. He would not retire, unlefs 
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a certain Sum of money fhould be paid to him, 
and the conditions he propofed, fhould be ac- 
cepted. He is obliged to pay yearly a very 

large Sum to the Great Mogu/ ; fo that he is 4 
Vafial to that Emperor. All the other Kings 
of the Penin/fula are alfo his Vaflals. The King 
of the Ifle of Cey/on is the only Prince in the 
Eaft-Indies, that is independent. 

About a hundred and forty miles from Z7an- 
quebar, there is a Kingdom governed by a 
Queen. ( 

Mr. Ziegenbalgh fays, that he hoped to pur- 
chafe in time moft of the large Volumes, that 
contain the Hiftory of the Kings of Ma- 
habar. 

Eighteen different Languages are {poken in 
that country. There are three more common 
than the others.. The firft is the Language of 
the Brachmans, which anfwers the Latin tongue 
of the Europeans. The fecond is the common 
Malabarian : it is fpoken in the extent of above 
a thoufand leagues : this is the Language of the 
Coaft of Coromandel. 'The third is in ufe at the 
diftance of two hundred and forty miles from 
Tranquébar, and differs from the fecond, much 
as the German tongue differs from the Dutch. 
This third Language has produced many others, 
which the Malabarians may eafily learn. 

_ ‘The Malabarian Tongue has no affinity with 
the Arabic, Perfian, Siamefe, and the Language 
of the Empire of the Great Mogul. It is grave: § 
it pleafes the ear, and is as exact and copious 
as the High Dutch, or the Latin. ’Tis difh- 
cult to remember the words, and to pronounce 

, them ; but this may be eafily learned with 


the help of a Grammar. The Author fays, me | 
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this Language is as familiar to him as his mo- 
ther tongue. 

_ The Air varies according to the different Sea~ 
fons of the year : it is very temperate and whol- 
fome in Auguft, September and Oétober ; but 
it changes almoft every day; for, a Land-wind, 
attended with fome heat, blows before Noon ; 
and a cool wind, which comes from the Sea, 
blows in the Afternoon. 

The Wefterly wind prevails in November and 
December, and part of ‘January : it is avery 
rainy wind, and frequently occafions ftorms, 
and fome cold and ice. 

From the middle of January to the end of 
April, they have a very-temperate wind ; but 
from May to the end of July, they are troubled 
with a Land-wind very violent, hot and un- 
wholfome : that wind occafions many difeafes 
among the inhabitants : its heat is fo great, that 
one would think it comes from a fiery furnace. 
The air is then full of fand, which the wind 
drives into the houfes. They who walk in the 
ftreets, can hardly open their eyes, and they 
go through the wind, as if it were atorrent of 
water. Mr. Ziegenbalgh was very much trou- 
bled with it : that wind made him extremely 
lean : he could hardly breathe, and felt no 
fweat ; but at laft the ufe of fome European Li- 
quors, which ne took every day in that fea- 
fon, enabled him to prevent the ill effects of 
that wind. 

The greateft heat is in February, March, A- 
pril, May and June. The Malabarians wearing 
thin cloaths, are not troubled with it. They 
ufe a fort of Fan to cool themfelves, and wear 
upon their heads a cloth, to avoid the heat 
of the Sun. -Befides, they may retire into 
Ee 3 the 
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the Refectories, that are on the high ways. They 
ufe to fleep, or to fit in the fhade, during 
the greateft heat, that is, from Noon to two of 
the Clock. 

The cold is fo moderate, that one cannot 
complain of it. ‘The Europeans are always bet- 
ter in the rainy feafon, from the end of O&o- 
ber to the beginning of January. The rains are 
commonly attended with a coolnefs, which is 
never fo great as to want a fire. But it fre- 
quently happens that the nights, even in the 
hotteft feafon, are extremely cold, 

The Malabarians live upon Rice, fifh, milk, 
and fome herbs: this is their ufual food with 
Betei Areck, inftead of Sweat-meats. Befides 
thofe things, the Mahometans eat fowls, hares, 
and all forts of roafted meat. ‘The rich Maho- 
metans treat their friends with a large piece of 
Amber of a very great price : it looks like a 
large Dutch cheefe, and every body takes only 
a {mall crum of it, The Europeans eat rice, 
bread, fowls, birds, pork, beef, hares, veal, 
mutton, kid, eggs, and all forts of herbs and 
roots. One may have at Zranquebar above three 
hundred different Difhes ; but the meat is not fo 
nourifhing there, as in Europe. 

Bread is very fcarce upon the Coaft of Coro« 
mandel : there is no other wheat, but what is 
brought from Europe, or Benjalen. All forts 
of provifions were grown fo dear, that many 
poor people ftarved with mifery and hunger. — 

Among the Natives, fome cover but one part 
of their body : others are half naked: others, 
efpecially the women, wear a complete Suit of 
cloaths. | 

The habitations of the Malabarians are very 
different, ‘The Poor make cottages of a. claiy 
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earth, and cover them with ftraw. The Rich 
build their houfes with Brick: they are light 
enough, though they have no windows. ‘The 
houfes of the Europeans are built of Stone, but 
have only one ftory. 

There are upon the Coaft of Coromandel very 
great Elephants, brought from the Ifle of Cey- 
jon, and other countries. ‘There are alfo Stags 
as {mall as young Hares, with horns : they ne- 
ver grow bigger. | 

There are neither woods nor forefts upon 
that Coaft ; and confequently it does not pro- 
duce many wild beafts. The Dominions of the 
Great Mogui abound with forefts, which afford 
a great many rare animals. ‘The Coaft. of Coro- 
mandel produces Parrots, fine Peacocks, Para- 
dife-birds, &c. 

Mr. Ziegenbalgh {ays, he does not remember 
that he faw in that country any tree, or any 
fruit like thofe of Europe. The beft fruits are 
the figs, called Auauas, the Mangos, the Coawes, 
the Coco, &c. The trees are full of leaves and 
flowers all the year round ; and there is a dou 
ble crop every year. When the Author writ 
this Relation, Cin 1709) there was a great 
{fcarcity of fruits, for want of rain in the 
feafon it ufes to fall. 

Though. Water is common enough, yet it is 
bought at Zranquebar. Wells and Springs being 
{carce, moft of the Malabarians, who live in 
the country, drink pond or river-water. 


Befides Tea, they have many other Liquors. 
The Areck is a fort of brandy, and the Fincken 
a fort of fmall wine. The juice of Coco is 
pretty common : ’tis a very cooling water, 
which never fails to quench thirft, The coun- 
| Ees4 try 























AAA New MEMOIRS ART. 46 


try affords alfo cow’s, ewe’s and goat’s milk. 
A great quantity of Rhenifh, French and Spa- 
nifh wines is brought over, and alfo Mum and 
other Beers trom Lubeck, Wifmar, Zerbft, Eng. 
land, Denmark, &c. 

Mum is of great ufe. Jf a fpoonful of it js 
put into a glafs of fugared and boiled beer, it 
gives it a great coolnefs, and makes it as good 
as if it had been newly brewed in Europe. This 
is the moft common Liquor at Tranguebar. 
The Coaft of Coromandel produces no wine. 


Some Malabarians live by trade, others by 
husbandry , and others by the work of their 
hands. ‘There are no Beggars among them, 
except the Faguiers *, who have left their 
eftates, their wives and children, to be the bet- 
ter able to ferve the Gods. They have rice 
given them where-ever they go. 

There are many rich perfons among the Ma- 
Jabarians ; but that people are generally poor, 
or in indifferent circumftances. They yield to 
no Nation of Europe ‘in skill, as to arts and 
handicrafts. 

It frequently happens that there is no rain 
for the fpace of four or five months, efpecially 
during the great heat ; but at that time a great 
quantity of water flows from the remote Lands, 
and fpreading itfelf over all the Coaft of Curo- 


mandel, makes it fruitful. 'Thofe waters come @- 


doubtlefs from a country, where the weather 
has been very rainy. As foon as they come 
near the Coaft, every Labourer lets them into’ 
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* Sce Tavernier’s Travels into the Indies, Book ltl. 
Ch. 2. and 6. : 


bis 














I, 


Art. 46. of LITERATURE. 445 


his ground ; and when it is well foaked, he 
conveys the water into his neighbour’s ground. 
Thus the whole Coaft is overflown to the height 
of about two feet ; and then the waters fall in- 
to the Sea. When this overflowing does not 
happen in a whole year, there is a great fcarcity 
of all forts of provifions. 

Rains and ftorms are frequent in O&tober and 
November. Thunder and Lightning are very 
common in the Eaft-Indies during the whole 
year, and more violent than in Europe. ‘There 
is no {now upon the Coaft of Coromandel ; and 
the Malabarians have no notion of it. The 
Rain-bow appears frequently. ‘The people fan- 
cy that when it thunders, a King of the upper 
World makes war with his neighbours, and that 
the Rain-bow is the Bow he makes ufe of to 
fhoot arrows. 


They burn nothing but cow’s dung in the 


kitchins : they have {mall wood ; but it is fome- 
what dear. ‘Timber comes from Europe, or 
from fome other part of the Indies. ‘The price 
of it being exceffive, moft houfes are built of 
brick. 3 

Oil is very plentiful: it is taken from a feed 
very like our muftard. Wax-candles are much 
cheaper than in Europe; for, the country abounds 


= with Bees. 


The Coaft of Coromandel is fo fruitful, that it 


can afford corn to the neighbouring countries. 


Rice grows plentifully, and often produces a 
hundredfold. Befides the arable lands, there 
are meadows and fine paftures. ‘That country 
affords a great many affes and buffs, and ve 
forts of oxen and cows. Labourers and all huf- 
bandmen are in great efteem. Our — had 
ome 
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fome Malabarian Books concerning the excel. 
lency of a rural life, and Verfes written in the 
famé language, upon the fame fubjeét. 

‘Many Malabarians are very long livers. Mr. 
Ziegenbalgh knew fome, who were above a hun- 
dred years old. 

The Malabarians write as faft as we do upon 
the leaves of the palm-tree, with an iron-ftyle. 
The characters are black, and the leaves yel- 
low. This way of writing has been in ufe for 
fome thoufands of years. ‘The Malabarians have 
Schools in the towns, boroughs,and villages, 
where children are taught to read and write ; 
but few of them learn thofe two things in per- 
fection ; for they require fix years ftudy. Of 
a thoufand Malabarians, perhaps there is but 
one that can read and write ; and of a thoufand 
people, who can read and write, few can do it 
perfectly. Girls are never fent to School ; fo 
that they are very ignorant, except thofe who 
are defigned to attend upon Idols in the Pagods, 
and who are called the Servant-maids of the 
Gods. Thefe commonly learn to read, and to 
write and fing : they alfo ftudy the Language 
of the Brachmans, which is the learned Lan- 
guage of the Malabarians. Mr. Ziegenbalgh did 
not think fit to fpeak at large of the Books of 
that Nation, becaufe he had fent into Europe a 
Work, intitled Bzbliotbeca Malabarica, which 
contains a Catalogue of thofe Books, with {e- 
veral Remarks upon the Matters treated of in 
them, and upon their Authors, and the time 
when they were written. The Author affures 
us, that the Malabarians cultivate the fame Arts 
and Sciences as the Europeans : he adds, that 
they are well skilled in the Art of Sorcery. 


Though 
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Though the Mahometans live among the Ma- 
labarians, yet they make a feparate Body, and 
dare altogether diftinguifhed from the Heathens, 
not only by their Religion, but alfo by their 
complexion, their fhape, and their drefs. The 
fend their children to the Schools ef the Ma- 
labarians. ‘There is a vaft number of Moors or 
Mahometans upon the Coaft of Coromandel : 
they enjoy a great liberty, being under the pro- 
te€tion of the Great Mogul, who does not fuffer 
the Heathen Kings to do them any infultr. The 
richeft Merchants are Moors: their Sea-trade far 
exceeds that of the Malabarians; and therefore 
they live along the Coaft. They hate the Chri- 
ftian Religion much more than the Pagans do. 
They fay, their Religion is the beft, becaufe it 
has made a greater Progrefs than any other ; and 
when they write a Letter to a Chriftian, they 
cut off three corners of it, and leave but one 
entire, to denote that the Chriftians are only 
poffeft of one part of the world, and that the 
Mahometans are in pofleffion of the three o- 
thers. 

There is near Zranquebar a Hermit, whom 
the Moors look upon asa Saint of the firft order. 
That Hermit pretends to be defcended from Ma- 
bomet. Our Aurhor had the curiofity to go and 
fee him twice. He was defired to pull off his 
fhoes: but he refufed to have that complaifance, 
The Hermit intimated to him, that he had rae 
ther difcourfe of Virtue than difpute about Reli- 
gion. He faid that every body maintained that 
bis own Religion was the beft; that a boly Man 
foould only think of Holine[s, without troubling 
bimfelf. with. controverfies; and as to Religion, 
that things foould be left, as they bave been for 
i. many 
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many thoufands of years. 'The Miffionary confu- 
ted that Hermit in a very orthodox manner. We 
are told that he was loaded with gold, filver 
pearls, and other pretious ornaments ; that he 
had a Scimitar by him, and a bed of Velvet. The 
Mahometans; both men and women, kiffed 
his feet ; and then our Author and he parted 
good friends. Such is the account of the firft 
vifit. 

The fecond time Mr. Ziegenbalgh went to fee 
the Hermit, the latter being furprifed that he 
had not pulled off his fhoes, told him that the 
King of Zanjour himfelf put off his fhoes in his 
prefence, that he proftrated himfelf to the 
ground, and did not rife up again till he or- 
dered him. The Miffionary charged that Her- 
mit with pride, and recommended to him the 
practice of humility. 

He asked one day a Brachman, who was 
coming out of a Pagod, what bis Idol bad told 
bim ¢ Jt told me, anfwered the Brachman, that 
qe ought to eat and drink well, and fare well 
Mr. Ziegenbalgb cenfured that Heathen, with all 
the zeal a Miffionary ought to exprefs on fuch 
an occafion. 

The Miffionaries have adminiftred Baptifm 
to none of the Catechumens, till they have in- 
ftruéted them for two or three months. All 
the Catechumens were infulted by the Hea- 
thens ; and fome were ill ufed by the Devil, 
fays our Author. Here follows an inftance of 
it. A Malabarian, the day before he was to 
be baptized, was extremely haraffed by the De- 
vil. ‘That wicked Spirit appeared to him in 
various fhapes, and frighted him to fuch a de- 
gree, that the next day he was half dead. 


As 
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As foon as a2 Malabarian embraces the Chri- 
ftian Religion, he is perfecuted by his very Re- 
Jations and by his friends. The hopes of the 
Miffionaries are chiefly grounded upon the edu- 


cation of children. 


The Miffionaries followed the Liturgy of the 
Church of Denmark, in the adminiftration of 
Baptifm and the Eucharift. They did not think 
it proper to wear a Crucifix upon their Sur- 
plice,- as it is practiced in fome Lutheran 
Churches, left the Heathens fhould take it for 
an Idol, and worfhip it. The Author obferves, 
on this occafion, that a Malabarian going one 
day into the Danifh Church, and feeing a Lion 
painted above the Altar, lifted up his hands to- 
wards heaven very devoutly, and made a great 
bow to that Lion. The fame reafon obliged 
the Miffionaries to banifh from their Churches 
all forts of Pictures and Images, 


°Tis commonly believed upon the Coaft of 
Coromandel, that St. Thomas preached the Go- 
{fpel, and wrought many miracles in that coun- 
try. The Heathens themfelves are perfuaded 
of it. St. Zbomas’s Mountain, where that Apo- 
ftle is faid to have made his refidence, is now 
poffeft by a Roman-Catholic Bifhop. They 
fhew, upon feveral ftones, the prints of the 
knees of that holy Man. As for what concerns 
the Chriftians of St. Thomas, we have no Ht- 
{tory about them that can be credited. 


This Relation is attended with an Appendix 
of three pages. The Author fays in it, that 
Phyfic is in great efteem among the Malabari- 
ans ; that the Phyficians apply themfelves to 
difcover the Secrets of Nature ; that their ufual 
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Remedies are Oils, Powders and Potions ; that 
the ableft Phyficians have recourfe to chymical 
Preparations, efpecially in dangerous Difeafes ; 
and that they ufe ftones compofed of pearls, 
gold and other metals. 


ARTICLE XLVI. 


FrRanciscr FAsricitr CHRISTOLOGIA 
NoacHicA & ABRAHAMICA, exhi- 
bita duodecim Differtationibus Theolo- 
gico-exegeticis,. ad felectos Textus Vet. 
& Nov. Teftamenti. Argumenta pre- 
cipua de Sacrificio Noachi, Dei cum 
ipfo Foedere Iridis Sacramento confirma- 
to, iulliufque Prophetia: Abraham vo- 
catione ex Ure, habitatione in Taber- 
naculis, promiflione de Semine, appa- 
ritione Dei ei facta, circumcifionis fa- 
dere, ejufque tentatione ac fide in obla- | 
tione Ifaaci, &c. plenius explicantur. 
Adjectz funt calci due Epiftole Cl. Jac. 
PERIZONIL, 1. de Teftimonio Flavit 
Jofephi de Jefu Chrifto, & Jaeobo mi- 
nori. 2. De Chronologia 450 annorum 
Judicum Ifraéliticorum, de qua Aéor. 

13. 20. 
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13. 20. Cum Indice. textuum, vocum 
rerumque neceffario. ‘Lugduni Bata- 
vorum, apud Samuelem Luchtimans. 


1727; 
That is, 


TWELvE Difertations on feveral paffages 
in the Old and New Teftament, fhewing 
that CHRIST was the Obje& of the 
Faith of Noah and Abraham. By 
Francis FaBricius, Profeffor of Di- 
vinity in the Univerfity of Leyden, &c. 
Leyden. 1727. in Ato. page. 677. befides 
the Indexes. 


HESE twelve Differtations are of the fame 
nature as thofe of Dr. Marck, of which 

I have given fome account in thefe Papers. 
The foreign Profeffors of Divinity are fo careful 
to keep within the bounds of the Orthodoxy of 
their country, that they publifh fometimes large 


| Books, in which one can hardly find any thing 
that is new and curious. What a difference be- 


tween Dr. SPENCER, and thofe Gentlemen! 
It ought to be confidered, that thofe learned 
men are obliged to be very cautious, for fear of 
incurring LEcclefiaftical cenfures, which are 
fometimes very formidable. 


Here follow the Titles of the Differtations of 
the learned Dr. Fabricius. 1. Of Noab’s Sacri- 
fice 
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fice (Gen. viii. 18—22.). II. Of God’s Cove- 
nant with Noah, confirmed by the Sign of the . 
Rain-bow (Gen. ix. 8—17.). III. Of Noai’s 
Prophecy (Gen. ix. 25—27.]. IV. Of the Cal- 
ling of Abrabam, and his Obedience (Gen. xij, 
- 1-3. and Heb. xi. 8.). V. Of the Faith of 
Abraham \iving in Tents, and expecting a City 
(Heb. xi. 9 andio.). WI. Of God’s being 4 | 
brabam’s Shield and Reward (Gen. xv. 1—6), 
VII. Of the Hebrew words tranflated Almighty 
God (Gen. xvii. 1.). VIII. Of God’s Cove- 
nant-with Abrabam (Gen. xvii. 1—4.). IX. Of 
the change of Abram’s name (Gen. xvii. § and 
6.). X. Of the promifes of multiplying the 
Seed of Abrabam, and giving him the Land of 
Canaan (Gen. xvii. 7 and 8.). XI. Of the Co- 
venant of the Circumcifion, and its Inftitution 
(Gen. xvii. 9 and 10.). XII. Of the Tempta- 
tion of Abrabam (Gen. xxii. 1—10. and Heb. 


Xi. 17. 19.). 


T Here are fome Letters at the end of this 
Volume, and among them, two of the late 
Mr. Perizonéus to Dr. Fabricius. 'The firft runs 
upon the paffage concerning Chrift, in Fo/ephus’s 
Hiftory, and upon another paflage of the fame 
Hiftorian concerning Fames the Lefs. In the 
fecond, the Author treats of the Chronology 
of 4.50 years of the Judges of If{rael, mentioned 
in the Aéts of.the Apoftles, Chap. xiii v. 20. 
I fhall only take notice of the firft Letter. 


Mr. Perizonius does not believe, that the 
whole paffage in Fofepbus concerning Chrift, 
was forged*by the Chriftians, but only interpo- 
lated. ; becaufe it does not at all appear proba- 
ble that Fo/epbus, who has fo much commended 
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Fobn the Baptift, fhould have taken no notiee 
of Jefus-Chrift, efpecially confidering that there 


- was then a very great number of Chriftians, He 


believes, that thefe words only have been added 
to the paflage in queftion, that Chrift appeared 
again alive the third day, and that the Pro- 
phets had foretold this and a great many other 
things concerning him. For, fays the Author, 
he who believed this of Fe/us, muft have be- 
lieved him to be the Meffiah ; which Fo/ephus 
could not do, fince he was a Jew. The other 
parts of this paflage, according to Mr. Perizo- 
nius, might have been written by a moderate 
Jew, who profefled to be a faithful Hiftorian. 

ofepbus, continues the Author, looked doubt- 
efs upon Ze/us, as well as upon Fobn the Bap- 
tift, as a great Prophet, who exhorted men to 
a pious life, and confirmed his doétrine by fe- 
veral miracles. °*Tis true that the words juft 
now mentioned have been quoted by Eu/ebius ; 
but, fays the Author, the paflage of Fo/epbus 
was without doubt corrupted before Eu/ebius, 
either by a pious fraud of the Chriftians, a com- 
mon thing in the fecond and third Centuries, 
as it appears by fo many Gofpels, Epiftles, po- 
calypfes, and Aéts of the Apoftles, and by the 
Sibyllin Oracles, which were then forged ; or 
by a marginal note of fome Chriftian, which 
crept into the Text of ‘Fo/epbus. 


As for the paflage that concerns Fames, there 
is nothing in it, fays Mr. Pertzonius, but what 
might have been faid by a moderate Jew. I 
refer the Readers to the remaining part of this 
Letter. 


DECEMBER 1727. FF ALetr 
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ARTICLE XLVI. 


A LETTER to * * * written this 
| year 1727. 


SIR, 


T AM fenfible that I fhould have anfwered your 
iaft Letter fooner ; but’ you will doubtlefs 
believe, that this delay does not proceed from 
negligence. 


I. Tis true, the Diverfes Lesons of Antony du 
Verdier, Sieur de Valprivaz, have been reprinted 
feveral times ; but it does not follow from 
thence, that it is a good Book. I read long 
ago the fifth Edition, printed at Zouruon in 
1604, in 8vo ; and the following paffage ap- 
peared to me to be the only one, that was re- 
markable. I fend you occafionally a 'Tranflation 
of it. ‘* We live now in fuch a loofe Age, 
“° fays du Verdier, that we need not go very 
© far to find Monafteries, where the Nuns lead 
© a very diffolute life, which they themfelves 
“* don’t fcruple to own, every body being wel- 
“ come there. This proceeds from too great mi 
“* a liberty, from idlenefs, or from their being @: 
“° made Nuns againft their wil! by their Pa- 


“‘ rents. The boneft Nuns (of whom there : 
aren 
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are Many) are not meant here. As for the 
** loofe ones, they are willing it fhould be 
** known ; and if there is occation for it, they 
** themfelves will fay fo, as am Abbefs did, 
** whom Nicolas Boyer mentions in his Decifi- 
“* ons. .She had forty Nuns under her conduct, 
** and there were twenty Priefts in that Mona- 
“* ftery. A Prince, whofe Anceftors had found- 
“* ed that Nunnery, going that way, vifited it, 
** and found in it every thing well ordered, ex- 
** cept the number of the Priefts and Nuns ; 
** for, inftead of forty Nuns, faid he to the 
*¢ Abbefs, it would have been more proper, if 
“ there had been forty Priefts, and only twenty 
** Nuns. The Abbeis, perceiving what the 
“¢ Prince meant, anfwered : Sir, the thing is 


é: Art. 48. of LITERATURE, 
&¢ 


5 mot fo ik contrived, as you might fancy; and 
, S¢ ‘you need not wonder at it ; for, out of the forty 
“ Nuns, there are twenty for the twenty Priefts ; 
“© and the other twenty are for Strangers”. 
. Mownstrur, cela n'a pas efté fait fi mal a propos 
a gue Vous penferiex bien, €5 ne vous en faut efmer= 


veiller ; car des guarante Nonnains il y en a vingt 
iB pour les vingt Preftres, ES Jes autres vingt font 
pour les allaus €F furvenans. Book IV. Ch. z. 


YEP 257: 
on @*- I know not whether I read that- Book too 


B's WM critically ; but ic feems to Me, that if it falls 


ay ‘into your hands, you n¢ed no¥ read it. 
ead n> | ie. 
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~ If You ask me, Sir, wh®*her I think that a 
man can be a'Chriftian, without believing that 
“the Prophecies of the Old ‘Teftament, mention- 
Sed in the Writings of the Evangelifts and Apo- 
“ftles, were literally fulfilled only in the perfon of 
“Fefus, and in the Gofpel Difpenfation. If you 
‘ {2 mean, 
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mean, whether there is any inftance of any man, 
who believed the truth of the Chriftian Religion, 
though he did not believe what I have juft now 
{aid about the Prophecies quoted in the New 
Teftament, I anfwer affirmatively. When I had 
read all the Annotations of Grotéus upon the Bi- 
ble, (a reading, to fay fo by the way, which 
proved very beneficial to me) I found that aba- 
ting three or four Prophecies, he believed that 
all the others had been literally fulfilled before 
the coming of Chrift. This exception is very 
inconfiderable. G@rotias was neverthelefs fully 
perfuaded of the Truth of the Chriftian Reli- 
gion, and has given undeniable proofs of it, as 
every body knows. This inftance is the more 
remarkable, becaufe he was a man of exquifite 
judgment, and confequently able to difcover, 
whether the diftin€tion between a Jiteral and 
a myftical Senfe of Prophecies could prejudice the 
Chriftian Religion. 

The late learned Mr. ‘Fames Cappel, another 
Layman, Son of the famous Ladovicus Cappel- 
jus, went ftill farther than Grotius ; for he hard- 
ly made any exception, and admitted a deuble 
fenfe of all the Prophecies in queftion. Was he 
an Unbeliever ? Not at all: they who knew him, 
will acknowledge that he had no doubts about 
the truth of the Chriftian Religion. 


I proceed to Michael Servetus. Tis obferva- 
ble that he underftood the Prophecies quoted in 
the New Teftament, as Grotius did above eighty 
years after him. Nay, he explained f the Se- 
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Shall mention by and by. 
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venty Weeks of Daniel, without any relation to 
Jefus Chrift. And yet, he was alfo fully perfua- 
ded of the truth of the Chriftian Religion. No 


| body doubts of it. See the curious Account of 


Servetus’s Bible, publifhed in the fecond Editi- 
on of the firft Memoirs of Literature. 


Nicolas Anthoine, whofe Life may be feen in 
both Editions of the fame Journal, is the only 
Chriftian, that I know of, who rejected Chri- 
{tianity on account of the Prophecies of the 


Old Teftament, cited in the facred Writings 


of the Evangelifts and Apoftles. He embraced 
Judaifm ; and I muft obferve, that he was a 
weak man. 


III. Sir, there never was a perfon of greater 
curiofity than you are ; and therefore I am not 
furprifed that you fhould defire to know the 
character of Abbé Reignier’s Tranflation of Ci- 
cero’s Treatife de Divinatione. Ihave not read 
that Verfion ; but I know that the learned and 
beneficent Dr. Davies, Mafter of Queen’s Col- 
lege in Cambridge, has found in it a very great 
number of ftrange faults. I refer you to his 
Commentary upon that Work of Cicero. 


Being very bufy, I cannot anfwer the re- 
maining part of your Letter. Iam, Sir, with 
all the efteem due to your great probity, 


Your moft bumble 


ana obedient Servant. 


Ff 3 AR TI- 
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ARTICLE XLIX. 


SERMONS fur divers Textes de I’ Ecri- 
ture Sainte. Par feu Mr. J. Coas 
DE LA TREILLE, Pafteur 4 Rotterdam, 
A Amfterdam, chez Francois Chan- 
guion. 1727. Two Volumes in 8vo. page. 


514 and 484. 


we jate Mr. de la Treille, Minifter of the 

Walloon Church at Rotterdam, was one 
of the beft Preachers in Holland ; and be- 
caufe I admired him for his probity, great 
fenfe, moderation, and other valuable qualities, 
it is my duty to take notice of the Sermons of 
that excellent Man, lately publifhed at Amfter- 
dam. I am very forry I cannot give a parti- 
cular account of any of them for want of room, 
and that I muft be contented to fet down the 
French Titles of thofe Difcourfes, in order to 
facisfy in fome meafure the curiofitty of the 
Public. , 


Here follow thofe Titles. I. L’ Excellence du 
Chriftianifme. IL. La Neceffité de P Amende- 
ment. WW. La Précaution faiutaire. IV. La 
Confiauce du Fidele. V. Le Fruit des Chatimens. 
VI. Le Lriomple de la Charité, VII. La Certi- 
Maer tude 
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tude du Bonheur des Fideles. VIII. Le Triomphe 
de la Fot. IX. Le Privilege des Enfans de 
Dieu. X. Les Motifs a la Vigilance. XI. Les 
Caratteres de la Reconnoiffance. XII. La Di- 
vinité de ? Evangele. XIII. La Difficulté du 
Salut. XIV. La Sentence de Mort. XV. La 
Source des Confolations. XVI. La Reffource des 
Affliges, XVIL La Fuftice de la Beéncficence. 
XVIII. La Refignation du Fidelee XIX. Le 
Sacrifice du Chrétien. XX. Le Modele des Chré- 
tiens. XXI. Le Defir du Ciel. XXII. La De- 
fection & le Rappel des Ifraélites. XXIIf. Les 
Caracteres €9 les Fruits de la Repentance. XXIV. 
Le Guide du Chrétien. XXV. L’ Incrédulité € 
la Convittion de S. Thomas. XXVI. L’ Exalta- 
tion 9 le Sacerdoce de Fefus-Chrif?, XXVITI. Les 
Caratteres du Messtr, € ses Motifs a la Pa- 


tience. 


I muft further obferve, to the honour of 
Mr. de Ja Treille, that he was highly efteemed 
by the wife and learned Magiftrates of Rot- 


terdam. 





ARTICLE FC. 


LONDON. 


I. WOan. Fred. Oftervaldii, Ecclef: Neocomenf. 

Paftoris Primarii, Ethice Cbriftiane Com- 
pendinm, quod olim in ufus domefticos deftinatunt, 
Difcipulis Auttor exfcribendum tradidit. Nunc 
wero ex optima Apographo recenfendum curavere €9 
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edidere Librarit. Londini: Impenfis Gulielmi 
Mears, ad Infigne Agni extra Lempli Pomeria. 
1727. In 8vo. page. 336. 


The merit of Mr. Ofervald is fo well known 
by fome other Books of that rational Divine, 
written with great folidity for the good of the 
world, and tranflated into Englifh, that it will 
be fufficient to give a general notion of this ufe- 
tul Work newly publifhed in London. It has 
been printed under the direction of a learned 
and very careful Man. 

In the Prolegomena, Mr. Oftervald treats of 
the nature of Morality in general ; of the Chri- 
{tian Morality, and of the excellency and ne- 
ceflity of Morals, 

The Work is divided into three Parts. ‘The 
firft confifts of four Sections. In the firft Se- 
€&tion, the Author difcourfes of the Objeét of 
Morality ; in the fecond, of its Principle, Rule 
and End ; in the third, of Virtue and Sin ; in 
the fourth, of the Attributes of Chriftian Vir- 
tue and Piety. 

The fecond Part contains two Setions, in 
which Mr. Ofervald treats of the Motives to 
Virtue, in general, and then in particular. 

In the third Part, divided into three Sections, 
the Reader will find what the Author fays con- 
cerning the Helps to Virtue, 

This Treatife of Chriftian Morals appears to 
me to be written in a clear and neat ftyle. 


Ij. A learned Clergyman has put out an A- 
bridgment of the Annotations of Grotjus upon 
the Old and New Teftament. 


Hugonis Grotit Annotationes in Vetus &8 Novum 
Tefamentum, juxta Editiqnem Amfteladamen/emy 
MDCLXXIX, 
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M DCLXXIX, in compendium redatie, quibus 
nova acceffit Prefatio, 2 Samuele Moody, A. Af. 
Dudinghurftie apud Effexienfes Reéfore. Lon- 
dint : Inspenfis ‘fof. Smith, Guil. Mears, Fof: Pote, 


€3 N. Moody, Bibliopolarum Londinenfium, A. D. 


1727. in 4to. page. 438. befides the Index. 


The Annotations of Grotius upon the Bible 
fhould be read at large, from the beginning to 
the end ; but they who have no mind to read 
them, will do well to read at leaft this Abridgment. 

As I was perufing it, to obferve the method 
of Mr. Moody, I have found thefe remarkable words 
of Grotius upon the firft Chapter of St. Matthew's 
Gofpel, v. 22. Pauca funt oracula, que Apoftolé 
ufurpant, ut probent Fefum effe promiffum Meffian, 
contenti Chrifti miraculis €9 refurrettione. 


.this be true, it would bejno difficult thing to 


put an end to a certain Controverfy. For my 
part, I always looked upon the Miracles of 
Chrift as the main proof of his being a Perfon 
divinely infpired. This puts me in mind, that 
Mr. Lardner is upon a great Work. Though 
I expect it with no {mall impatience, yet I 
wifh that learned Man would take all the time 


requifite to treat {uch an important Subject. 


Ill. An Effay upon the Civil Wars of France, exe 
tracted from curious Manufcripts. Aud alfo upon 
the Epic Poetry of the European Nations, from 
Homer down to Milton. By Mr. de Voltaire. 
Londow : Printed by Samuel “Fallafjon, and fold 
by the Bookfellers of London and Wefyiiufter. 172°. 
in 8vo. pagg. 130. 


Thefe two Effays deferve to be read by all 
the Curious. 


ADVER- 
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ADVERTISEMENT 
of the Author of this Journal. 


A S I informed the Publick three years 

ago, that [had refumed the Memoirs 
of ® Liveratore : I think 1t my duty now to 
take my leave of the Readers, This Vo- 
lume is the laft of the New Memoirs of 


Literature. 


ie 


Lownpvon, inthe Month 
of December, 1727. 


GLAD GNYAMDY MV YOY YOIY LYRA ME ORO 


The End of the Sixth and Laft Volume. 








Bubeker, the firft Caliph or Succeffor of 
A Mahomet. The Hiftory of that Ca- 
liph. 276 
Antiquities difcovered at Rome. 393 
Apocryphal Books, belonging to the Old and 
New Teftament, tranflated into Englifh by 
Mr. Whifton. Part I. 229 
Arabians. Their progrefs in Learning. 277, 


278 — 

-———They have not cultivated their Lan- 
guage. 278 
——the caufes of their Succefs in their Wars 
with the Greeks. 34.7 
Architecture. A new ‘Treatife of Archite- 
cture. . 394 
Arras. <A Particular concerning the Church of 
Arras. 158 
Ars Critica Diplomatica. 389 
B. Bap- 
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B. 


Aptifm of the Jews. Obfervations upon 

if. Il 
Bengal. Some particulars concerning the inha- 
bitants of the Bay of Bengal. 4355 436 
Bentivoglio (Cardinal). A new Edition of his 
Letters. 160 
Beza (Theodorus). Remarks upon his Manu- 
{cripts of the New Teftament. 43 
Bible. <Abregé de V Hiffoire €& de la Morale de 
i? Ancien Tefament. 155 
——Abregé hiftorique de la Bible, &c.- 158 
——An Effay for a new Tranflation of the Bi- 


ble. 368 
Bibliotheca Scriptorum Medicorum veterum €8 re- 
centiorum, in the Prefs. 236 
Bombay. Some particulars concerning that I- 
fland. 434 
Bordeaux. A Prize propofed by the Academy 
of that City. 391 
Botanicon Parifienfe. 235 


Boubours (Father), cenfured for propofing a Pro- 
blem difadvantageous to the German Na- 
tion. 7 52 

Brafil. Debates in Portugal about this quefti- 
on : Whether it would not be more proper 
to keep the Gold of Brafi/ in that Kingdom, 
than to make it circulate among the neigh- 
bouring Nations by trade. 315 

———the corrupt Manners of the Laity and Cler- 
gy of Brafl. — _ 317. and 419, 420 


C. Cap- 
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C. 


Appel (James). His opinion about the Pro- 
phecies of the Old Teftament cited in the 
New Teftament. 456 


Cafa (Giovanni della). A new Edition of his 
Works. 237 


Caftelio (Sebaftian). A new Edition of his La- 
tin Bible. 374 
Caftile. Hiftory of the Wars of the Commons 
of Caftile, &%c. Two Relations of the States 
of Caffile, in the reign of Henry II. 13% 
Cats. A Book fo intitled. 238 
——A critical Letter againft that Book. 238 
Chambers (E.). His Univerfal Dittionary of 
Arts and Sciences. 398 and: 405 
Chinefe. Some particulars concerning them. 314 
——Some particulars about their Phyficians. 





314. 

Some particulars about thofe Chinefe, who 
turned Chriftians. 424—-426 
Chriftians. The Calumnies upon the primitive 
Chriftians accounted for. 117 
Chriftians at the Cape of Good Hope, not greedy 
of the Word of God. 377, 378 
Chriftians fettled in Malabar, very vicious. 382. 
385. 387 

Church of England, the pureft Church in the 
Chriftian world. 312 
Cicero, de Legibus Libri tres. A new Edition 
of that Work by Dr. Davies. "§ 


Cicero’s Treatife de Divinatione. 'The French 


Tranflation of that Work by Abbé Regnier 
is very faulty. 457 


Clavis 
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Clavis Homerica. A new Edition. 399 





Clergy. A Defcription of their vices, before the — | 


Reformation, by Cornelius Aurelius. 247, 248 


i 2 
Comedy. Le Philofophe marid : a Comedy. 37 


Courayer (Peter-Francis Le). A Cenfure upon 


his Books. 267 
Crufades. The character of thofe, who took up 
the Crofs for the Holy War. 395 


Cure. An inftance of a furprifing cure. 22 
Cyprian (St.). A new Edition of his Works. 


398 
D. 


Ecalogue. Obfervations upon it. 310 
Deluge. Its caufe. 4.07 
Dictionary (Latin). A propofal to make a good 
one. 92 
Diétionary CUniverfal) of Arts and Sciences, by 
Mr. Coambers. 398 and 405 
Difpenfatory of the Royal College of Phyficians 
‘in Edinburg, tranflated from the Latin by 
Dr. Peter Shaw. 11s 
Differtations theologiques &9 dogmatiques. 159 
Differtations, or Academical Exercifes of the 


Univerfity of Up/al. 235 
Differtation upon the Pakkyothb mentioned in the 
fecond Book of Kings, iv. 39, 4o. 305 


Differtations, or Academical Exercifes of the 
Univerfity of Lunden. 392 
Differtations upon felect paffages in the Old and 
New Teftament, by Dr. Francis Fabricius. 450 


E. Earth 
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E. 
Arthquakes in “fapan. 5 
Eaft-Indies. ‘The climate of that country 
commended. 431 
Emendations upon the Claffic Authors. ‘When 
they are to be commended, 194, 195 
Englifh Language, commended. 198 


Epiphanius (St.) a man of great credulity. 12 
Epifile dedicatory to the Supreme Being. "8 
Eucharift. Its Inftitution explained. 304, 
Experiments of the Academy dei Cimento tran~ 

flated into Latin, and printed at Leyden. 152 


¥. 


Abricius (Francis). Differtations upon fe- 
lect paflages in the Old and New Tefta- 


ment. 4.50 
Fathers of the Church. Many of their Writings 
deftroyed, or curtailed, out of hatred againft 


heterodoxy. 47 
Fevers. A Difcourfe. concerning Fevers. 256 
France. A new Edition of the prefent State of 

France. é; 157 


Fuller (Thomas). Maxims and Advices about 
the conduct of Life. The firft Part. 38 


G. 
Eddes (Michael). His Mifcellaneous 
Works. 
The firft account of them. 133 
The fecond account. 207 


Gen. 
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Gen. Xxx. 38, 39. Aud be fet the Rods, which 
he had piled, before the flocks in the gutters 
in the water-troughs, when the flocks came to 
drink, that they fhould conceive, when they 
came to drink. And the flocks conceived before 
the Rods, and brought forth cattle ring-ftraked, 
{peckled and {potted. Remarks upon this paf- 
fage. 2 

mecont vindicated againft Father Boubours. Us 

Gout.. An Encomium upon it. 23 

Grotius (Hugo). His opinion about the Pro- 
phecies cited inthe New Teftament.456,&461 
—An Abridgment of his Annotations upon 
the Bible. 4.60 

Grupen (Chriftian Ulric). De Usxore Romana. 


313 | 


Gulliver's Travels, tranflated into French. 159 


H. 


Adrian VY. A Colleétion of feveral hifto- 
rical Pieces concerning that Pope. 2495 
Henry 1V. of France. A Particular concerning 
that, Prince. 397 
Heretics ( Antient) have been mifreprefented 
and abufed. I2I, 122 
were not by far fo numerous, as they are 

faid to have been. 127 
——the caufes of herefies in the firft Ages of 
the Church. 128—13Ek 
Hiftory of the Wars and Negotiations, that pre- 
ceded the Treaty of Wefpbalia. 155 
Hiftory of the eighteenth Century. The fifth 
Volume. 393 
Hiftory of the Italian Theatre. 395 
Hiftory of St. Francis, — 395 


I Hiftory 
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Hiftory of Fobn de Brienne. 395 
Horace. A Remark upon a paffage of that Poet, 
by Mr. Lamotte. 363 


Hottentots. A fhort account of that people. 378 
Human Nature. A Remark upon thofe, who re- 
prefent it bafe, and too much a Lover of it- 


felf. 196, 197 
Hurricane. A yearly Hurricane in the Ifle of 
Mafcarin. 315 


Hutchinfon. (Thomas). See Xenophon. 


I. 


Apan. The Hiftory of that Country, by 
Dr. Kempfer. See the firft Account of it 
in the Fifth Volume. 


The fecond Account. 5 
The third Account. 93 
The fourth. 165 
The fifth and laft. 249 
Fapan. Earthquakes in that country. ” 
Japanefe Monks very cunning. 8. 23 





———the Japanefe are very good Husband- 
men. 
——they have an Ecclefiaftical and Secular Em- 
peror. 10, II 
——A practice of the Japanefe Phyficians in 
the cure of the Small-Pox. 12 
——the great abhorrence of the Japanefe for 
the Chriftian Religion. 12, 13 
——the feveral Religions of the Japanefe. 13 
-——what a wonderful progrefs Chriftianity made 
formerly in Japan. — - 14 
~——the power of Reafon upon the Japanefe in 
point of Morality. 18, 19 
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—their pilgrimages. 21, 22 

———the doctrine of the Japanefe Philofophers. 
25—2 

——the Town of Naga/aki deferibed. 94. 08 

whe & /eq. 

—— Japanefe Chriftians perfecuted. 945 95 

——a great regard for Dogs. 95. 255 





An Inquifition againft Chriftianity. g6—98 
-——the Temples and Clergy of Naga/aki de- 
{cribed. | 98 
———an account of the arrival and trade of the 
- Portuguefe in Japan, of the propagation of 
their Religion in that country, and their ba- 














nifhment from thence. 100—II0 
——Obfervations concerning the Dutch trade 
in Japan. I1O—113 
the Chinefe trade in that country. 114 
—the Highways of Japan. 166 
——a defcription of the Houfes in that country, 
and of the Cities and Towns. 168, 169 
Temples defcribed. 169. 186, 187 
-——multitudes of Travellers. 171 
— Pilgrims. 171 
———the Japanefe are very polite. 172 
———the City of Ofacca defcribed. 173 
———Miaco, a defcription of that City. +174 
~——TLake of Fakone. 175 
——‘edo, a defcription of that City. 177— 
179 

~——the Audiences which the Dutch had of the 
' Emperor. : 180—185 
——Princes of the Empire in a great depen- 
dance upon the Emperor. 185 
Indulgences. —©-184, 188 
——A Domettic beheaded for being’ drunk and 
quarrelfome. 191 


—Smu ge 
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——+—Smuglers executed. IQ 
-———Temples built in honour of Confucius by 
the prefent Emperor. 250 
Other Audiences which the Dutch had of 
the Emperor. : 250—255 
Terufalem, taken by the Sarracens. 349—353 
4 fiat Can Irifh). His furious zeal againft he- 
retics. 136 
jews, forced to be baptized in Portugal. 134 
Imagination of pregnant Women. The ftrength 
of it examined : and the opinion that Marks 
and Deformities in children arife from thence, 
demontftrated to be a vulgar error. 














‘The firft Extract. 62 
The fecond Extraét. 85 
———ridiculous facts afcribed to the imagination 
of pregnant Women. 67 &9 feq. 

a Cafe mentioned by Father Malebranche, 
examined, "0 
Facob’s policy in placing Rods before the 
flocks, examined. "2 
the caufes of Marks and Deformities in 
children. 87—90 
Inguifition. "The fuppreffion of it in Spain, how 
prevented by an Inquifitor General. 135 
-——remarkable words of a prifoner going to 
the Wood-pile. I4t 
———how the prifoners of the Inguifition end 
their Lives in the midft of flames. I4t 


——A Dialogue between Dr. Geddes and a many 
who had been a prifoner in the Inquifition of 


Portugal. 142 
Fofepbus. Remarks upon the paflage in that Hi- 
ftorian concerning Jefus Cheift. 4.52 
Jjaiab. Remark upon fome hyperbolical ex- 
.preffions of that Prophet. 37% 
Gg2 Furif- 
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Furi(prudentia reftituta, five Index Chronologicus 
in totum Furis Fuftiniani Corpus. 392 


K. 
Empfer (Engelbert). Hiftory of Japan. 


See ‘Fapan. / 
King’s Evil. A Treatife of that illnefs, €. 


396 
L. 


Aplanders and Finlanders. ‘Their way of 
living. 432 
Latin, differently pronounced by the feveral 
Nations. A ftory relating to this Sub- 
ject. | y] 
ais Collection of feleét hiftorical slo 
out of the beft Latin Writers, for the ufe of 


young Scholars. "9 
Libraries of Paris. An account of them by 
Mr. Maicbel. Al 


Litbotomy. An Effay on the Operation of Li- 
thotomy, as it is performed by the new me- 
thod above the Os pubis. By Dr. Middleton. 

318 

———A French Treatife of Lithotomy. 398 

Locke (John). <A Swedifh Tranflation of his 


Treatife of Government. 236 

Luke xiv. 23. Compel them to como in. A Re- 

mark upon that paflage. 373 
M. 

Mi“ The Religion of the inhabi- 

. tants of that Ifland. 436 


Maffet 
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Maffei (The Marquis Scipio). Ars Critica Di- 


plomatica. 389 
Mabomet. After what manner he received the 
Infpiration. 855 
-———'tis not true, that he was fubjeét to the 
falling Sicknefs. 356 
Mabometans in Malabar. An account of them. 
447 


Mabometan Hermit. An account of him. 447 
Mabometi/m makes a progrefs in China. 426 
Malabarians. An account of their Religion, Go- 


vernment, Learning, &c. 43" 
-——their Theology. 379 
Manage. L’ Abbrege du vrai Manege explique. 

392 

Martyrs. An account of many Proteftant = a 
tyrs in Spain, 144. 9 eg, 
Majfcarin (fle of). A yearly Hurricane in that 

Ifland. 315 
Matt. x. to. A Remark upon it. 370 


Memoires ( Nouveaux) des Miffions de la Com- 
agnie de Fefus dans le Levant. Tome 6. 239 
ag A fecond Edition of a Book fo inti- 
tled. 1$7 
Method (A) with a Roman-Catholic. In two 
Letters from a Minifter of the Church of Eng- 
land to bis Parifbioner. 295 
Middleton (John). An Effay on the Operation 
of Lithotomy, as it is performed by the new 


Method above the Os pubis. 318 
Miracle (A). 57 
Miracle, {aid to have been wrought at Fano on 

the 24th of Auguft 1725 214 


Miracles. Some Secular Priefts in Portugal com- 
plained that the Monks were in poffeffion of 


Miracles. 215 
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Mivacles and Prodigies, A critical and philofo~ 
phical Enquiry into the Caufes of Prodigies 
and Miracles, as related by Hiftorians. 19 ¢ 

Miffion (Proteftant) in the Eaft-Indies. 345 

-—-a further account of that Miffion. — 414 

Miffionaries (Roman-Catholic). Remarks upon 
them. 424, 425 

Mogu/. Heathens more numerous than the Ma- 
hometans in the Empire of the Great Mo- 


Sul. 427 
Moors of Spain. A Perfecution againft them 
propofed by the Monks. - 134 
——they are perfecuted. 135 


«——a Spanifh Dominican faid, that Chriftians 
might, without any fcruple, cut the throats of 


all the Moors. 135, 136 
‘e——moft of them were defcended from the an- 
tient inhabitants of Spain. 134 
———two paflages of an Archbifhop concerning 
the Moors. | 137, 138 
Moral Precepts, by Dr. FuZer. 38 
Mountain, that came out of the Sea. 12 
N. 


N Uus, A paffage concerning fome Nuns. 455 


O. 


Mar, the fecond Caliph, An account of 
the Conquefts of the Sarraceus. in his 


_ reign. 339 
Ordinations CEnglifb). An Anfwer to the De- 
fenfe of the Englifh Ordinations. 395 
Offervald (John Fred.). Ethica Chriftiane Com- 
_ pendium, ASD 
Othman, the third Caliph, An account of “. 
i" 30% 
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A 
Agi (Father). A new Edition of his Work 
upon Baronius’s Annals. 153 


Pakkyoth, 2 Kings iv. 39, 40. explained. 305 
Patients, not to be left by their Phyficians un- 
der the greateft feeming danger, and why. 


226 
-———a furprifing recovery of a young Lady. 227 
Pekaim, 1 Kings vi. 18. explained. 307 


Peter and Pau (‘The Apoftles). What gave 
occafion to fay, according to Dr. Geddes, that 
_ they were put to death at Rome by Nero's 


order. 208 

_ Pbhaedrus. A new Edition of his Fables, with a 
Commentary, by Mr. Burman. 15t 
-——fome imperfect Fragments of thofe Fables, 
lately found: in Italy. 152 
~——a French Tranflation of the fame Fables. 
: 157 

——a Specimen of Mr. Burman’s Commentary 
~ upon Phedrus. 190 
Phyfic. An Abridgment of practical Phyfic and 
SUZ ETY. ! "7 
Phyfic. Obfervations upon it. 258—z261 
Pieces in Verfe and Profe. 154 


Plants. Obfervations upon the Plants mention- 
ed by Father Labat in the account of his 
Voyage into the Iflands of America. 156 

Polybius. A French Tranflation of that Hifto- 
rian, with a Commentary. 156 

Polypus (A) found in the heart, defcribed. 261 

Popes. A Remark on Pope Gregory tha Firft be- 
ing the laft Pope, upon whom the Title of 
Saint has been beftowed. 207, 208 
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XIV The INDEX 
Portuguefe. How they have introduced the Chri- — 


ftian Religion into the Eaft-Indies. 435 
Pox (Small) inoculated in China. 314 
Printing. Some Remarks upon the invention of — 

that Art. 49-51 


Prior | A) at a Convent near Lisbon. What he 
{aid about a Saint of his Community. arr. 
Prodigies. See Miracles. at - 
Prophecy, found at Granada. 140 
Prophecies of the Old Teftament cited in the 
New. A remark relating to that fubject. 455 
Proteftants (French) falfly accufed of odious 
crimes at the time of the Reformation. 119 
-———Remarks upon their pretended Converfion. 


265 

Q. 
Uadrature of the Circle. A challenge about 
it. ; 317 


Queftion. An odd queftion of a Magiftrate. 210, 
21T. 


R. 


Ed Sea. A Letter concerning the paffage 
of the Hfraelites through that Sea. 240 


Relicks, found at Granada. 139, 140 
Relicks. 'The Head of St. James to be feen at 

Braga. 208 
Relicks, to be feen at Oviedo, 209 


Republick of Letters: a Vilion, By Diego de 
Saavedra. . «6-28 
Roman Empire. The great Armies, which ine 
vaded that Empire, are not a proof that the 
7 Couns 
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Countries from whence they came, were bet- 


ter peopled than the others. 212, 213 
Roman-Catholics. Some believe the Church, ra- 
-* ther than Reafon. 296 


Roman Comique, reprefented in Stamps. 394 


S. 


Aavedra (Diego de). His Vifion, intitled 
The Republick of Letters. 28 
St. Andre (Doétor). <A fecond Account of his 
Book concerning Witchcraft. 325 
Sarracens. Hiftory of their conquefts in the 
reign of Abubeker, the firft Caliph. 280 
--——What facilitated thofe conquefts. 283, 284. 
-———Hiftory of their conquefts in the reign of 
the two next Caliphs, Omar and Othman. 339 
. Schomberg (Marechal de). His Bible was taken 
- from him at Lisbon. 210 
Servetus (Michael). What Dr. Geddes fays of 
him. 150 
——His opinion about the Prophecies cited in 
the New Teftament. 4.56 
Shaw (Samuel). See Syntax. 
Shaw (Peter). See Di/penfatory. 
Sibyllin Oracles. 131 
Spencer (John). De Legtbus Hebreorum Ritu- 
alibus, €3 earum Rationibus. A new Edition, 
enlarged. 198 
——That Author commended. 199 
——A further account of his Work. 
Suetonius. A new Edition of that Author, by 
Father Almeida. 203 
Syntax. A fhort and plain Syntax, for the in- 
ftruction of children in the Latin Tongue. 
By Dr. Samuel Shaw. 91 


T. Lea, 
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T. 


Ea, how drunk by the Chinefe. 13 
Teflaments of the XII Patriarchs.. 231 
-———The Patriarch Reuben’s grief for having lain 


with his father’s wife. 2310 
-——The grief of the Patriarch Gad for having © 
fold his brother Fo/eph. . 232 


- »=——The wonderful Feats of the Patriarch Fu- 


dab. 233 
-——How the Daughters of Men conceived Gi- 
ants, explained by the Patriatch Reuben. 233, 

| 23 
Thomas (St.) the Apoftle. A Tradition out 
his preaching the Gofpel in Malabar. . 449 
Thunder and Lightning. A Differtation upon the 








caufe and nature of them. 133 
a remarkable faét concerning this Subject. 
133 
Torture. A cruel Torture in Fapan. 256 
Yrattatus de Uxore Romana. 313 
Tranquebar in the Eaft-Indies. An account of 
that Town and its Territory. 437 
Tranjlations of antient Authors. Their ufetul- 
nefs. 197 and 369 
Tranfubftantiation. Remarks upon it. 279 
Grete (J. dela). His Sermons. 458 
Trifino. A new Edition of his Italia Liberata 
in the Prefs. _ 237 
Turner (Robert). Lhe Calumnies upon the pri- 
mitive Chrifiians accounted for. 117 
U. 


Apours. A Differtation upon ‘the illness fo 
called. 152 
4 Verdier 








Verdier (Antony du). A Remark upon his Di- 


verfes Legons. 454 
Voltaire (Mr. de). An Effay upon the Civil 
Wars of France, and upon the Epick Poetry 
of the European Nations. 461 
Vortices. raité des petits Tourbillons de la ma- 
tiere fubtile, &c. 239 
Voyage (A new) round the World, by Mr. Le Gene 
tii, The fecond and third Volumes. 313 


W. 


Hitby (Daniel). His declaration con- 
cerning the Perfon of Chrift. 4.00 
Witchcraft. A fecond Account of a Book upon 
that Subject, written by Dr. St. Andre. 325 
Witches-Stoot at Lemgow in Weftphalia. 256 
Writers (Chriftian) of Italy. An obfervation 
upon them. , 213 





X. 


r Eunopbon. A new Edition of his Cyropadia, | 
by Mr. Hutchin/on. 


58 
Ximenes, Archbifhop of Toledo. What he faid 
againft tranflating the Bible into the vulgar 


\ Language. : _ 135 


The End of the Sixth and Laft Volume. 
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BOOKS printed for W. and]. Innys 


N Enquiry into the Evidence of the Chriftian 
Religion. -8v0. Cambridge, 1727. 


2. ene pei Synagogue, the Model of Chriftian 
“Worfhip ; or of Worfhip in Chriftian Churches. Set 
forth in a-Sermon preach'd upon Opening a New Cha- 
pel, now known by the Name of St. Fobm the Evan- 
gelift, within the Parifh. of St. Andrew's Holborn, on 
the 10th of February, 1723. ByNath. Marjball, D. D. 
and Chaplain in Ordinagy to His Majefty.. §eo. 1727. 


© 3 The Ufe and Importance of a preaching Mini- 
firy.. Confider’d.in a Sermon, preach'd in the Church 
of St. Lawrence Fewry, upon opening a Tuefday-Le@ure 
there, Offober 10. 1727. By Nath. Marfball, D. D. &c. 
‘Svo. 1727. . ; 


4, St. Cyprian’s Works in Englifh, by Dr. Marjball. 
Folio. , 


Swinburne - of Teftaments_.and Laft Wills. The 





Fifth Edition, with dance A te es Folie, ' : ap 











In the Prefs, 


HE Prefent State of the Rerpuasticx of 
Letrers. For fanuary, 1728. 


'To be publith’d Monthly. Price 15, each. 











